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FfeKsFex' temimissim £■> DietrllFUtioa I)®rjpaxia»ant tmti located 
at fee. l6f Y&n^l^dtmgp (CU 63953530 ), Mti its 

totalis^ 250 lacliidiag sobs^ fifty f«al« wrk&reo 

Bafos^ 15 Axi 0 i»t 1^5 (tl!® Llbeyfttioa) this depart^ssiit tos called thss 
Bramah I^^rtaseat^ I^rth Itoeaa Cos^inad Kt^ectyic Ccssqpaay^ emd supplied tho 
ax«a elsct^flc pamr<, ^5i® of this de^tart^at ^ich 

had bmn taxllt during Occupation (i^Oo, bafora 15 August 19^^5) aatiroly 
dastroyad during tb» Koxmtm War;, end the px^csent building tms built by the 
Basic Construetioa Depertemt of this Kangti^«do Po&er !!fmnsmlsslon £b 
Distribution X^^peuHaBont during the period of March 195^ to SSo^msIbor 1955^ 

It coot a totfti of s^pproQciaRtely 1,000,000 W|^o The Kangs^«do Poeer Trans^ 
idMion & Distribution Departasent ma a Class H enterprise station^ To 
aentioQ a fee esaaples of the classes, the Sup’ung Power Plant ms a Class I 
enterprise station, and in ease with another olnistry, the Munch^;$n Salter 
and the £feraa^toe Iron Works were Class I enterprise statlonf «- Tto County 
(Koa) Fewer Traaaaission Station was a Clase HI enterprise station^ 


The l<bag|V|ia«4o KIP Coasittoe and the Kang»^«do Tr^e League Comitteo 
laspeetsA this departoant about four time a year reepoetlvely in April, 
July, SepteiaDer, and Hovesiber in connectiem with the accmpllshsmxt of its 
annual econostie plnnc The Ministry of KLeetrieity assigned two offleiala 
alweyso 


itsioor wiring laaterials, copper wire for power trsnaaisaion, wire, 
insulators, saaall trsnsforeera i5^50 KVA) which this departaent needed 
were asMtly purchased from the Taean Electric Factory, and apprcsiaately 
30 percent of the copper wire ani wire retuireoents were ijq^orted fxoa tiha 
Soviet thikai and Cailna, and were distributed throu^ the Central Materials 
and Eqtuipaeat ManagefiBmt Station, Ministry of Electrieityo 

Telephone poles were partly introduced fren forestry stations in the 
Ban^^^iing-bulcto area, end were partly sanufactured by this dopartaent itself? 
OMent was purchased at the C3x^onnae*»ri Chasnt Factory, and bricks and tiles 
were praciS3n& fPon the Aiityfjn Brick Factory, the Tjfigup^ Brick Factory, (tod 
the Ihasan Brick Factory, all of which, %9ere located in Kaagu^«4o? Glass 
was Introducod from the Ibu^^o Glass Factory, and slates aod Iron bars were 
procured throu^ the Cbntrsl fhiterlals & E^lpsaent Msmagnaient Station, 

Ministry of Electrieityo Xdueber was introdi\ced fx%m the Sdisan area la 
Bmgy^g«biiktOo During the Korean Vhir this departnent moved for i^n^rtnlmtely 
one and & half, year to Air^^rald Shelter A which was loeated about 300 netors 
rarth of its building, for apprcncimtely 01:0 year to Air'^rald Shelter B idiich 
was located ^ro^imtely 1»5 kil^ieters from Its building, and for epprenri^ 
nstsly sis momtta to Air-raid Shelter C which was located in Bwagiag-ni, 
Sfigengoey^, Ahby^^gun, Hangy^ksg^Kml^ fqpproosijnately 20 kilmeters southoest 
its buildings Bstaiis of the air-raid shelters were as follows: 

Air-raid Shelter A: Stoma cave sore than 10 aeters under icrouad: located 
S'^d&“’fe5§*}3555T'Sullt during the three nonths froa July to SeptsidDer 1950 by 
thm clerical workers exf this departa^t after regular office work with the 
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of tro techalclGaia tcaQKur^il^ h3jrod| Axq^roodaatel^ 30 sot^rs lon^>» 
3^5 joatey# vid®, g>»& tro asotor® Bafi3a» were arsiaiigad in two rw« along 

‘walla of tlss@ ease; U®®a electric lig|iti 2 ig oad caafilea la caae of pow^r 
!Qie clerical vorlcers HreA b&rei lh:iSa3rwmt boniblngB once in 
AsffrVL 1951 # suffered no daHogea at olio 

Sketch of Alr«»raid Shelter A 
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Locations CO 62953*^69 j approaclaat^ly 50 laetere fxoa tlxe W^nsm Second 
IVaaafojsaar Stafcloa (See Paxagmph 2 belov)! Dug during the period from 
August 1951 to Apidl 1952 s Onderwant bombings about Septaaber 1952 at the 
1.eft entrance, but suffered no demges except two wounded caoualitlce) ISie 
mBiin part at the ri^t hand which was approxliaately 15 meters long %ra» shored 
up with timbers because the walls were not of stone cos^lctelyo 



Well hiddra In a mountain gorge- 


2a 


!£hio Khng»;|^*4o Power Trensaioslon & Distribution Departosnt received power 
fraft the Chang} In-'gang Power Generation Department end the I^fmgengBan Power 
Generation Department via the l^uj^^y^ng Transformer Station, and distributed 
It to Industrial eetabliehments, mines , military Installations, rural areas a 
It was respcnsible for reimlr and maintenance of all the electric installations 
electric Inetallatlons in the provlnceo It had power distributii^i stations, 
transformer stations, and branch offices in counties of Kangvj^-dOo It was 
vithin the ipurviev of this department to Install a new power trantmlssion 
line and to give power to factories or aot.> 
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Imd tm Isr^st %tmor 

in lilx [ I Biota? Mrgarfe mxr^ tto 50X1 -HUM 

app^siSKteately ^’00^^ It® total mt^i^ 300^000 KVA^ half of 
-wMxih ^lsM 'by mSL the ImH tjy (®ic),o 


!]Sid» traaefosRftsr etatiosi ymB located sppxmimtely t%?o kilcs^:aters sKs^r^i 
of It suffered a^gg^xtasimtel^ 

70 percess^ d^rfsig the W.^c, After S7 July 1953 

STi^c^i^truct^d hy tlie Basle Ccmtruetiuii B^l^artssamt of tlm 
PoOTi* Tmnmdmlcn ^ BistrihutlCKi Stati^m dunlag period of Fehruarjr 
195^ to Beceedjcx* 1958 <hi a larger scala tkais. heforoo rs?cotis*feru.ctlon 
coat lS5;>00O,,00D hrcaladboim of the rccoftaatructloK cmrt %mM m 

tdUmBi 9,000^000 for tw larg® Soviet^mde gOyOOO^m transfoa^fser® 
iotrodueed ia 1957; 67;sr000,000 fca* w^«2bto!! tota3J.ati^s; ^^^>000,000 
for huiMlng ccastructioia; 17 ^ 000^000 Wjdn for cftit^r iron atructura 
iBateUatiQ^e; asad th^a raisainiiig Bim for the xta InilldiRigg wag a 

’feayn>ft t/\yv brick gtruct*.ir^ 

I cutaMe the hujJjd lg-g It had mMexws imt^Hatteas ia cludiag 

larfiSB azi d, asisaU tratpsfozasserfi | 

this trm^fGT^^er static al, ug^ed mixy affiaimr 

trazasfoziBer® irhich ©ere' i repodred thc50X1-HUM 

aaftgthiBft yepOiir etatioa uj 3 d«r Ihe ecmtrol of tha Fos?ot 

adiiolm & DiRtrilRitiea liie of this statl<m totalled 

37 ixsclxa,ixig, OKS© chief m.e assi they ’S’orked In ttee© shifts v 

fhia tttattoJi TOt? etpalpped ^"Ith a Soviet ^^siade s^-ltciiboard miicii vm 
introduced in 1 S? 553 ^ ^ssjd always^ kept ccsR^micatioe® vith 'th® Bad CShim^, 
the BliniBiaqr of Electricity, aM ‘^:he Fo^r 

Bistelbutlon ISte^rtssent® elsetrlc of ©tatXcJi vnm 

known 150,000 kilobit® c Hiis tras5®f«5*r^^r station tfea 

lirS'e lim of the powx* ©upply to the entirsj I%i^0s3^-tk> as^a assd p®rt of 
the J6{f«m^se«do inGl55:&i3f'ig the sttid If pcpfer 1;raru8‘» 

Biaaioa ehould he stopped alxmit tte entire ixjtdustrlal jt^rcdiietlsm of 

Kang^ste'^o part of wis to he A® is .^sown in 

tte i^ove ©ketch, '^545 ©taticsi mm dir^sctXy rwpcmihl© for pc^-^r 
to the J<toch*^ Sac^lter ©u^ the l-lsetiiia^ Fact«*ry^ 

3) Wfegan First fean sfggragr Jgtet^ 

Orlgimllyp this teens foi-m^r ^aa ealM^d Trcnsformr 

Statical, a^d Ijccatad 5 j?, K^^ap^nog-^-'S^i, Isaat after 27 Jhly 

1953 (1^© Araiatice) it vm mfi/lj huil/o te a gorge neiiti'' 

^H^s©aa«0i appro5slmT=ely ©Ij^t kilmoters’? of c^mx^X part 

of the city, against posslM© air-mMs to the to ca»^' of 

another vbx,> 5^ Isuiiitog of thto otcrti<m "waB a otral^t 
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telelt ik asters loa-g^ niitQ 

M§i^ vm roofed wrlm lifeite artificial slates,;. 
Apprci£lmte3^ 15 ssetesrs of ite Kaa:m ip.ts of tM-s %mmtommT 
atatloo. stood a toil-et ©sd re^M^mceB^ oada approsimtely 10 '^tCTs 

fiwe isoters tkrsa maters Mghj voofetl with tilisc 

of tbe 2:^sld*ij(j,eos lioissed r^f t-ai??. 

tmaj^fos^r stati03^;,g. tdiich cosrt ^ total of 8^^000,000 .was 
ae^:s^oss^i 2 d!©d lay Cksastructi^i lAi'psur^ajat of tii Kaagsfjte'-do Pticifor 
& Bisteibutioii l>^«arte6aat dir^ug 13fes period of 1^ to 
195T« ^ ijaterte of hviLlding of the »tatioa m» 

di*^ded iisto a distrlbut’iiag 'board srcscga* an office rocsa &M a ni^brt duty 
rocMo lastaliatigmR e ntrMe the l^iUiling aj^reared grarsdioBSt 

ttree tag® triaasfori^aiars 0-0*3 iv tusaks^, a co»plicat®d po^r 

di^trlhutiU^ aaterorK^. asad 3/u’^ fia^jiiXatcrs TOro? armsgM in tm 

tirmyc, trasisforaer etatiim la^as Xt^eated ocmsMerably fma 50X1 -HUM 

iN^idasatial quart<53t^, and heiitag aursmir^UMl p5jfife trses^^ it ims 

ad-miata^ijjs agaim^t alr-midsso fhe capacity of ^:33dj5 station 
mu kmm m ^Oj^ODC kilo^ttsw Xt ms x^t-q^zihle tar pamr sni^ly 
t0 tha milKirh&n areas of W^ajssm^gi fend fea j^iay of poster to orch&r 
coimti0&^ li^ p^resom^lf ^ho m>rked in tliXGO shift©;, consisted of 
BiM perso&is iaoludiag the station chiefs 


Poaisarly tills tsj^nsfoasat^r stat^Losi we® c^IUlcd the ^aKsafos®®:? 

Statlo«3i,8 It wae located in i^ms^*uEg««ai*^ Btiriixg tte iferoan War It 
©taffaared mmre tet it r^mhO-itatod hy tii® Construction 

Bepart^mt of the KanOTfc«do Pm^r TrmwwLBBim & Bie'Mhutlm Departs 
Baaoto refeahilitatioa cost appreadtemtaly 1^^00,000 Wjffaf, ^is 

trmxsfm^x* atatiem rm^ s^^spmBtbl^ far 'ic mmller factori®® 

aad tor in tS^e norfchsra p?art of Wonsan*®!,, Xta persomel 50X1 -HUM 

comXsted of -^ixee perisciaso Tiii& trmvforM^ r statical im® ecuiOTed with 
fe to baX of three tranafors^^rs 'which hao'. b^an | | 

I swairod by the M^clttec r®pr:dr ©tattoo ■uBder the control of tho 50 X 1 -HUM 

K ta n i r fffm^o Fearer tgranmlflaits-n h llmm-HaRem-;.. I I 


5) , ^S^^ssfom ;er S tetion s 50X1 -HUM 

tsBESfoimer station wevs 3 jcica"J'^il in Kl\l( 2 ia«^cloag;r W^* 3 aiit*^-si<r It was 
S 2 ®^'^ly cieaL*'^teucterl b:f the of the 

Ptoer % Bisteibution at th ’s emst of appxwi«v 

Wjfo I T building of this 

tmmfmmr Btatioa vb,b a sia^ae-s'tey teich building approeel- 

saatoly 12 sisters l 0 s?g^ mrrmi meter© f<mr meters and rorifed 

with tileso tet^rlor of this lbuiid:?x^^; 'ms di'vlded ii^ a dlotrlbut*'^’ 
Ing board xaemLp an offie© a dulgr parocaaol 

ef ‘fchie fetation of four persone,. wrbed in 'ttec?® shifts 

a dayo Snstallmtlon® c^toMe the building, included two huge 


50X1 -HUM 


HOFOHiJ 


50X1 -HUM 


Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A052700190Q01-6 





Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A0527001 90001-6 

50X1 -HUM 


IKiFORH 

h 


txQn sMid 

®5sd w©r© s^spali^ed 'by bmMjus tibabx€*o^ ujsdw i;he^ 

dc?‘ Vmr&T &£vu®iadr5i^ioB iz DdJSvrdbirfcloB 

'I^ c®,p8^ei*t5r l^mni m ^>>-000 Mlwa'^tiSc 

!£b:U4 t.^'s^aiau^f'os^ser tsta'^icQ ws for p0§fc*r sm^'ply I/O 

Inclmiiig the Wj^Bsm l^iJxosd 3?a.ii^to3qr^ Muo 
Qi^saieal FaeJxMEy, the VlfSiso^ food S-biff l^&ctory;. etc^r,; stjd 
for ia tho souttera K-K; of 

‘tomofOMsr station loesd/Od la Kosaa-^aa, Fav5gif^a«dO;, but^ 
fyir^er details of its loaatloa is imkirmic It estahlish^ia quit^ 
a i«S tisse Siis steticaa relayed the poirer gesasratod by 

C!rMig5^B«55smg Power Genemtloa t^e 60 , 0 (X)-^KFA i^wer 

of ’^jfee K^ii^aag«saa Fo^r GejaeratisiSi Bs^iirtsieat to 20'’“1SI traasioi^^^x 
etatloaSo "PmBX supply to th® Kbfe:5m Mine In '/l»aia^^e«bufeto ms es^e 
of l*fc© priSKaxy functloia^ta la eaeo of o p&^er rfcqfrpm^e from the 
CliaBg3lB«=^eM!i^ Oeaeawitioii Bep^irteeat^ this? transforster station 
Kitted the. p^r frm fT^mgsng-oaB ’Pumr teexation Bepsstrtas^ 
to th/e Wj^aosan area ^?lilok usiasuJy recei'^M pc^^ax* frc&a t5a.e 
piS!tg teaer^tSjon Bepa-rteejatir 

Ao Asto^k ^giBaeffloro r Station t IMe trasiefosi®&r 

apprStetely ts^o Mlc^tere ’^t of Ambgr^«j^p^ Kma^iife-dxi^c It 
was omrly built by the Oamjtraei;:loE I^epartate nt of the ltoe 5 ^«»cio 

i^i?ffii!»y fg^rfengwilitaioa & Di^cteibut Xe^j^ir&iaKeiat | I 

at ec^t of apprasiJBately 1 ;, 500,000 50X1 -HUM 

OSs.® buUdiiE^ of tbl0 was @ strai^t ^laglo-ctory 

brick structure Ih aett-r^s long, nlr£e ^etere wide, 

fim niters la5^b., Jaxsl rwfed ^tritlii xrblte i^xtiflcial slsites*. Xt 50X1 -HUM 
^i?a@ equipped wmi teo| [amisss^ifxmrs uhlc^ wr^a 

repaired ©tetsW under the ccmtml of 

Kaa@s|lB«d0 Bi^ita^lbuticn Fepartonto Xt ms 

aituated ob. a ©"tesp hll.X« It s'U|'¥|<H'4id poror for lighting In 
Aa3^^-^p asid 28 rural dietxletss, to the B^ck • 

(150 the feseeu Ms.ehlne Bepeir Factory, the 

Shictosy, |su«^l>iJiig faeilities In .wal district dj. 

Bo Faehwa_ ^ aasfoxM^tloia *Xh:\i3 '^xYansfos’iMJr ^tatiosi 

St Ti^ local;©'! in Aaby]^*"@m^. 

It ^uff€r®d du:dlng tte War, It© r^mbilJJ.tatlon 

ecw&t i^s'se yajar-js'' tiisse fros2. 1^:’5 to 195 '^ .1.,&X),000 Wfioic This 

tranafoi^s^r siippllsd to thirty districts for 

U^tSisg fOT t^ijs«&h.lag in f^U ®prias. Its 

peraomei of -^rse p>ars<so3 .toludiug one respmalblc 

por»<m^ etTOCtuxe of m buHUIin^g and its interior loetollat^^s 


CClirjOlin^AL 
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©,ad 


irnm^ cMtB/Xmiii frmi the Tt^mn J^tortric 



ites^^i‘4©.: It dwlB® tim War^., aad 

reh£ibilits&.tad %** tSm Ocoi^tmotisa of tte ICisBgibik'v-i.o 

as^d Bissts^ibt^tifiKa dto5j>4^ purled of th;^© 

faw, 195^- ta 195<S at tla^ of e^pgircodtot-gJi^ IjstoOj^OOQ in ira 

I etjm<t'lya3P« oOXI-HUM 

ol’ It® Inajldlii^g it© ike ®as:.^e m tlaos.^ 

©f tTO It® pe^rtwsasa^^l ccJis^lsted 

of tosuijsfcfraax^ Ji-itatiosa 


15.^ OB^irnmm Btetio'^s stotioi ms 

It imrly eoistruet^d C^^tOTCtioii B&partsa©? ^ of 

the P<~^r T mag:gga5.ssic?a ^ '-MstrJ^utiert B^^rp^rt^jat | 

' Jrt t0.o TOBt of 000^ 000 W^n& 


1 50X1 -HUM 


I p:r, %m TOBt ot ??^p:fcmmaT.®j^r _ 50X1 -HUM 

It 'tm ccaastractc^ to tM Iricm'^srsd deamiad for p«2.wr vsftar 
Ji\lvf 1953 teiistic©)^^ asd espeeilalJy, tkim military 

^itfi ©Sjofiog tb® 3®^ BaxailaX i-jith p<T5t?©:ec /dojag with co^tmc- 
t5.M of this tn^sfoxir^r 0 tatio?a ^jiaich siitua'ii©?! at a X<^je.tloe- 
4niltsd>le for ccwriHg Itmalf , r<^5| oibl^3 e^lr‘*mM© to tXii* 

futar©, aa imkisoJETii of| of the 50X1 -HUM 

CXiEsagJjfei ^Sransfoa^^r Station w lialiJ stati.osa^ 

Ito facilities of ’Sjhc- f0m^T st^atioa r€5ducc«l,. fh^ peipsoimel 

of thl® static^ com5^t®d of 'Uir;ae ii^iclufUaas Ita chlof^ 

53 feii 3 ©tat-toa suppli^t thsi arise, for aiid 3J^tlas 

gisd the ®PA miitjj tlie 38 ^ ^ritlii. 

K:<r®aa femafomer Ilals vm loce^ted at 

hBXUSeatfid of I<iEmipr^-do.. 

It sitf fared durlBg tte &reia:4 rcilxablU-va'^d 

the Basic Cojsstiwti^si Bspas’tmjat of 'Fa^mr 

^frm23«;®i3©loift ^ Ms^teilpution I^pa^^sse-^t durisag &ri o*.i» y©ar of 1955 
at tha cost of &^t*000 of transfonffisro^ 

is2©’tal.ta.ti ii\ etatloii ai3d are \2jal£KUOTi> l»At 

ttoj | 3c^pyr^d ^ _,_Uj 1^ 

fechlBe M(^tr StstioiE^ midor ccsatrol of Vm ifem^i«ifta-ao Fow^r 
a^awi^sion ^ PlBtrmitlasi Bi^^rtwato pox^3om»»l of this 
sl^ttei sftstd its interior facllitias wexa ^mm as those 

of the H’ra-xagfoii^r Station s^atioi^^d a'bcr«?a u^er Ac 

transfojY^r statiksn supj^lrled Kbs.^zs^;'^-0.m area \r:i'th po^ero 


IIOFOI^k 
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1?a h^i Balli-md mu famer 

Ci-j?;uX wJiS^ c.on:3i3tTCCt5J<i hj 

e;f 'Btymr 

ik ds^'Xing t!xe of 1956 to 

1956 at aost of 2 ;^ 500,000 T^T^o fte 

of of •'^rn^'X! IticludSjsd 

cld^^fo a;l.s 05i^i>liC74 tliis ccm25,i?f (Kiiu) Sa it 

tfee tmlte elo£«g tte front iis 

ees-tor ^l*vlj 

|!Xlfe.fH^„^!SSCtSIS" -^tis statim Milt ago,. 

lSJ€4?^t€4 M ItB 

ik^B %* t<]bi& C(M€’ tract ioB 

of Fmi&T & BlstriMiloa cnvi ui myi 

amtelT 700.000 \fhi^ I 

I 

tor .li#.tjba'i2 

itami!S|o Sticrro tos.'s- m ie 

g-oss^c '&a#?'pa«*5:iO‘« 


H? S1j3.aa Trails former ‘ISiis tmasfG3c"3^:er station was ®fij’tab.ii0becl 

lOBg ago., It vm iBeatea approsrlis^tsly t^o south of Siimn- 

ai^, E«:)©;/ajig-gua, rC5us£XpD-.dOo It© po.rsoaneX consiated of three ^jwbodjs 
i&el'ading iho chief c, Its rehabilii^atioo from the doma^^s ^uffesed 
djiririg the Korean i^ax‘ coj&t m-pproKismtely ifOO^OOD Thljs 6t®,tiou 

©upplled the Haeya^ag-gon area ar4 the NiCPA units ^s tationed in the 50X1 -HUM 
coiuity (Kiua) with pover for lighting anl faraiiago 


Chfet'-aa 'UrmMx Qr ^ mr Sta t io ns; Ihi ^ .r^t a t ipa vm e&itGblishea long ago, 

t -sfae located ia Ch^rdfsin- 


50X1 -HUM 


nlf. ICo%nSrt=«giui*^ KtvQg&?|r5n'»dCo Or igiiia3,ly th in 6tati.oii tos hiictm to 
be trai;iS®lttln^ 60 * 0 CK) Kv;a,, but pg^rt of ItB iaa->;alZat.l on}S 

to the ae^ly>^iatabll8hed feir^afOAiac^r BtatS.on.-, | | cnYi_HIIM 

i l it eu^vpllcsd gO^OOO Ki^ for light 

mei farmlsigo It -iras r^vhabilitatEd by the Basic Cmmtruetlon Bepart*. 
ssont of toe Kau^hfa-do Foi^r Tranaiisl^slon 3d DistrlMtion Bo]mrtaiant 
di53:‘ls5g “the period of the four yf!ar« fro^vR 19 !?^- to 1957 ^t tlie cost of 
ap3&:fo:4.1vaateIy EOOjrOOO W^Ho Tne paruomi&l of ttiiu £;'t®.tloii coaB 3 .Eted 
of three ineludijig the chief . 


^ 03M £--^r Stations ^Bais transfori^er s'ta^yloa ’i?a^ eoi^ss.bli.uhed 

Kangtrpa-do , Ite capacity of thlB iJtatidh i^as origiimlly 60^000 KVA,, 
but it reduced to 20,000 KXUi T^j'he-i t. r; Tmnsfoi-mer Stai^lon 


I I 50X1 -HUM 

ixmimmn^L 

ITOPOHIT 
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newlj ostablifchodo It was rehabilitated iron Uar damagee hy the 
Battle Conatruction Depeurtnent of the Kaugu;i^n«»do Ibver Tt^aneEnlealon ^ 

Di iitribution Departnent during the period of early 1954 to about 
October 1956 at the cobt of approximately 600,000 t^n* Thla atatlon 
supplied and t he rural dlfctrlct in the vicinity with p ower 

for lif?hting and farming. | [ SQXI -HUM 


Its personnel consisted of three persons including the chief® 

K. gj ^aog Tran sf^ m© station, idiich was located in 

1^^ang-)dp, I^)aB)gang«»gun, Kangu;nfn«»do, was newly constructed by the 
Basic Construction Depai*tment of the Kangi^n-^ Bower Tjransr'^i salon 
Bistx-ihutlon Departaa^at during the period of Jantaary 1957 to December 
1957 at the cost of eqpproxlmat^ 2,300,000 Vjrfn. riiis station supplied 
the Kjdmgang<»gun area and the V!KPA u^ts stationed in the area with 
power for lifting® 

Besides the transform ^'* stations mentioned above® there were 12 more 50X1 -HUM 
transformer stations® I 

I [ t^ee of the 12 stations ver^e newly estabXltohed after 27 

July 1953 (the Armistice), at the average cost of ap|UX»ximateXy 1,700,000 
each® The remaining nine transformer stations Wei's rehabilitated 
frean War damages at the average cost of apiproxiinately 450,000 each® 

The neitr construction end r^abilitation were done by the Basic Construction 
Department of the KangajgfnMio Bower IVanamiseion & Distribution Department 
during the period of 1954 to 1957* 

D® .teiohlrfn Smelter ©former Station t It was said that this trans->> 
former station was established by the smdLter at its own expense in 
it© oompoimd® For the power it received see ••Bower Reception tysteia** 
under Paragrai^ 2 of this report. 

M. Transformer Station s Tils station was located in GhVnnae- 

^ Gh*pnnae-gup, Kangie>n-4o® It was newly sstabli&hed by the Basic 
(^instruction Departaaient of the Xaiig«jrfn--do Bower Tt^ansmlsslon & 

Distribution Department during the one year of 1957 at the cost of 
approximately 3,400,000 ^np to meet the demand fbr power which 
increased due to the extension of the Ch^/dnnae Gonont Factory* The 
personnel of this transformer station consistcid of three persons 
including the chief. 

R. KQ!bifc._Rallrpad Stat ton Electric Rail«^a<l_a?anaPogingr StatAon t Xhis 
transformer station was establlthod Jointly by the Ministry of 
Transportation and the Electric Railroad Cbnstruction Department 
duriisg the period of July 1958 to an \5nkix>wn date to supply the 
newly constructed electric railroad betwe^i REoagyjfeg-namdo 

end cin^ngch*^n, P’y^ngan-^namdo with power* The electric railroad 
operated sevon Eioviet-mr’de electric cars. 
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■fatt^ngLjSpanaformer Station t Thlb tranbfonnar station vat dstabUehsd 
long ago. Its personnal consisted of eight persons Including the chief. 
It was an important trsobforaer station exdnelTely for ttie Koksan Mine, 
Hvran^a^hukto. The sufferage of the nine due to the power stoppage 
from this station was said to be 3,000,000 per hour. It was 
reb^tdlitated fpon War donages ly the mine itself. | thl 

transformer station was under the control o f thefSMigHrfn-d o Power 
TranaBlaalon & Distribution Department, but | lit w«nt under 


•50X1 -HUM 


the control of the mine by a Joint instruction of the Minister of 
KLectricity and the Minister of Heavy &>dustry* 

ttooh»iAi Machine Faetorv» During Uie Kbrean War this factory 
manufactured farming implements and weapons on a an*n scale, but 
it was extended after 27 July 1953 (the Armlitlce) so that It oowered 
the entire area of the eastern part of Mtmoh*)^-^, Mim (di*^n~gun. 
'ay-do, and It became ana of malop faetnrles irt fig. I J 


Pr 0 )iler KlM U— ^ng inspected this factory after the 
This factory was supplied with 3,300 Kilowatts by the 
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Ansli^tlce 
Jftmp'yifeg Transformer action. 


of.. Bondings of KanewifaMl o Povwr lipanaaisslon & Dtstrihi-. 

Originally two-story concrete building; Almost completdy 

destroyed by bombings in August 1952; Rehabilitated by the Basic Cbnstruetloa 
Department, Kangvy^n-do Power l^anfimiealcn & Dtlttributlon Department f!rom June 
1956 to November 1956 at the cot-t of 150,000 ^Sni £lngIo-ttopy brick building 
with C€taent coated walla approximately 25 centimeters thick eadi; 13 meters 
tong, six meters wide, five meters hi^; Roofed with slates and red tllea; 
»U6i« the manager's office, chief engineer's office, archive, and hallwer; 

All lirao-coated Indoor vall 0 « 

_ — Newly conetructod by the Basic Cbnatruetlon Department,* 
^ngwpn-do Power Trananleaion & Distribution Department during the period of 
Felaruary 1955 to November 1955 at the oofct of approximately 900,000 VfSk ae 
building; l^^pe aingla^-atory brick building with cement coated 
v^la approximately 25 centimeters thick each; 25 meter & long, eight meter a 
wide at the east side housing the Junior Party Comaitto©, 12 meter© wide at 
the ^&t side housing the Planning Department and the deputy manager’s office; 
l^e-coat'xJ Indoor walls; a corridor ran tbrou^the center of the buildings 
were, from the oast ends the P3.anning Department; deputy manager’s 
office; the ^^taff Departmcait; the Labor l^e Department; the hallway; aafety 
engineor & office; the Bjwer Demand and Supply Department; the Bbokkeeplng 
Denartinent; the Transformer Departments the l^pan^ iaaloTi Dep^traent; a 
^ade league library storing! about 60 percent transla- 

^ ^wviet political booxa, ju percent economic and mechanical booka, 

and 10 percent newspapers, pictorial© and magazines, which were lent out to 
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the etrployeers upon approval of an iriLtructor and wo e conpentated with twice the 
price of the books lost; a booldceeping archive storing chits and account 
books} Ihe trade league paper publi^ir4g office, publishing a weekly mine graphed 
tabloid paper called "the X^i^t^ing" which cairisd articles praising or 
criticising the trade league members and publicizing their works and a copy 
of which was distrituted without charge to each trade league team, and the 
pufclieation of which was financed from the cultural activities funds of the 
trade tinion} the Junior Party Cbianittee office ^.ere one Party Cbnmittee 
chairman waa assigned frm the H^nsan-sl Party Oonmlttee who was a Central 
bupply Recipient Class 17 and \dio iras salaried by the olty ocomittee. 

Originally the conferaice hall building} Almost coamletoly 
destroyed during the Korean War} Rehabilitated by the Basic Construction 
Dsnartnent, Kangi^n-do Power XranemieaLon tt Distribution Department during the 
period from July to Deoanber 1954} Single-story wooden (Qilnese pine tree) 
holding} 20 asters long, seven meters wide, six meters hlgSi} Roofed with slates} 
all Itos-coated indoor walls} Housed were, ftxsm the west end« the Accounting 
Dopartmenaj the Materials & Equipment iupply Department; A conference bull 
which vas ocplpped with approximately 60 five-man benches; fonstructlon 
eosti 130-000 



Wewly built during the ra-lod from July 1955 to December 1955 
ly the pei-Bomel of the Materials 6 Equipment Supply Department as their own 
office buildijagi Buiit witch Iricke their service tmcoaspeneeited 

for during: sion-omee hourej k& of the information date (DecGanber 1958), used 
as the oxfice of the trade league csiiimilttee} Square single— tory tarlcdc 
building; Fbm- meter s. wide and four metei-s long, 2.5 meters high; Roofed 
with aJ-ates; Construction cost* i^oxlmately 15,000 H^n; Worked one trade 
league conanltvee ^airman, one cultural instructor, and two others, rfx> 
were ^ s^K'led out of the cultural fiinds of tto trade league ftinds whioh 
woreallocavodhy the administration; !nie (*airt!ian of the trade league cenadttee 
was a Central Supply Recljiient Class 17; Ftootions of the trade league coamlttee* 
to conduct political Indoctrination of the tracle league members of the county 
tr^^o^ aiiations, the bran<* office as well, as of the provincial department. 
OTd to flireci; their increased production; The Cultural Instructor was rea»n8lble 
lor lecwres, posters, etc; Hie Chiof fflitor of the paper publiJied the 
weakly <u*ade league paper. 


«3o 

1955 to 
comploti 
Pother Tr 
this hoVi 
tho 

sstructiiT 
alate^^ ' 


^ Originally j built by the Basic Cfcn&tniction Departra^t, Kangvdn»> 
;• TraiU7!d.i?^ion & Ih.strilfti.tion Department dur.1ng the period of August 
Foveiaber 1955 as & residence^ Jbr about two years following its 

ued aa the official residence of the manager of the Itogi^n-do 
:‘an. 4 Dl«:.sQ.on & Distribution Department j From late 1957 , one half of 
xes vaa used as the office of the Baltic Construction D^ipartment, ani 
:r Jiaif as m office supply warehoueej eight elnglG-.tory w>od0a 
'G? 10 :»et ora long, five metera wide, three meters highs Roofed with 
Construction costa 40,000 
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Originally, built by the Ba&ic Q>r)i;truction Derartawnt, 
Kang^firL«'^.o Pover I^ranfimiesjlon & Distribution Dspertcient durli>g the period 
of Augu t 1955 to November 1955 &b a residence for employees; For about two 
yeare following its ocmplotion, utecl ae a residence for employees; F^xm 
late 1957, it housed: the switchboaifl room equipped with two svitc^boarde; 
the Power Supply Department; the Laboratory Storage storing testing apparatus 
and th© Laboratory; Strai^t sin^e- story wooden etructure; 10 loetere long, 
five meters wide, three laeters hi^; Roofed with elates; Gonstructicr costs 
40,000 

Buildini!;^ fho 7s Warehouse No. 1; Newly built the Cji^struction 

Department, Kangw)£}n«-do Povier I^ensmission & Distribution Department during 
the period of November 1956 to April 1957; Straight single- story brick 
building; 12 meters long, sir meters wide, five meters hig^i; Roofed with 
slates; Constxuction cost: 60,000 ^n; Stored covered wire for indoor 
installation, sockets, codes, ceilings, nails, small tools, swltd^es, 
various bulbs, etc. 

Building No» 8 : Wardbouse No. 2; Newly built by the Basic Gbnstruction 
D^artncmt, Eangwjrfn-do Power liran emission & Dietribution Department during 
the period of March to August 1955; Straight 6in^e-t.tory wooden structure 
with wood boaid walls; 13 meters lorg, six m*^tors wide, f±v& meters high; 
Roofed with red tiles; Ifet partition^; Stored electric wire. Iron bars, 
bolts, nutt., insulators, mnall transformera of five to 30 kilowatts capacities 
Construction costs 20,000 

Binding Nd. 9 : Saw xaU.! maxiaged by the Materials & Bq ipment Supply Depart- 
ment; Bi^llt by the entoloyees of the above dcspartroent during non-office hours 
without compensation for their services during the period of the two months 
from April to Juno 1956; Single- i.tory wooden structure without walls; 10 
meters long, eight meters wide, five meters hi^; Roofed with wood boards; 
Built with ld3.e materials; ^.ee the paragraph und^ *^Materials & Equipment 
Supply Departj[?) 3 nt« for its equipment and the types of wood saved. 

BuiMlag N o. 10s Newly baHt by the oasployees of the Materials & Equipsoent 
Supply Department during non-office hours without compensation for theii^ 
services; D&ed as gasoline storage; Strai^t single-Ltory brick building; 
fotir meters long, three meters vide, and three meters hl^; Roofed with tin 
sheets; Built ^jlth Idle materials; See the paragraph imder ^Materials & 
EjcpiipBricnt Supply Department’’ for the channel via which gasoline was Introduced 
and the quantity stored. 

Building 11 s Kewly built by residence r^alr laborers of the Adminlstra'* 
tive Accountinfi Depai'tment in about May 1954; Square single-.tory brick 
building 2«5 meters square and two meters hi^; Roofed with slates; Hie 
interior of this building was divided into a hot-floor room and a sentry 
post; The guard was conducted by the workers of the office without weapons 
in two shifts s from 0800 hours to 1700 bota:»s, and from 1700 hours to (®00 
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bows t.ho nmt d<^; Daring the dsy shift stoo^. ona guard, who reoordtd the 
naase, tiddre.-«, and purpose of each visitor and ibtued a pasi-j During 
ths night sl'iift five guards including one rei^onsible ni^t du'ty officer 
stood fruard in turn at ttio sentiy post, occasionally patrolling the compound; 

Ihe giiejrds were clad in civilian clothes; During facial guard weeks center- 
ing arcuad the Hew Tear’s Day, the May B^y, ilie liberation Daj (15 August), 
etc., this giisrd office received reports on the guard situations in the 
coun'Sy (Slaua) transfonaer stations each hour over a £oviet-:iiade telephone 
by wSiieh the internal affairs stations in the city, various other organlza^ 
tions, tho Ministry of Electricity as wall as the organisations under its 
control could be reached, and reported to tho Bower li'anamlssion & Trans- 
formatioa l!cx.aganent Bureau, Ministry of Electrlcify; In case of am acddeot, 
it waa to b© hnmediatoly reported to tho latenial affairs station concerned 
and the Minisbry of Electricity. 

JSriiMte6JL’£s„ Toilet; Sjilt by resddenee repair laborers of tho A&niniatra*- 
tive ilcoounting Dopartmant in April 1956; Straight sir^le-story briCk struc- 
tui*o$ Four meters long, 2.5 meters wide* 2.5 meters hi^; Hoofed with slates; 
Construotiori cost* Appiroxlaiat^y 10,000 Conelsted of one ontpance-eadt, 
on® lavatoiy, and three water closets. 


Eijilt by residence repair laborers of the Administrative Account- 
ing Department about May 1956? Two brick pillars coated with cement and 
connected by jm iron bar s^jsn; Bach pillar was three meters long, 40 square 
centimeters tfilck; On tho upper part of tho rigiit side piUhr a rectangular 
sigWboa;?d. written In red paint as "Kangu|((n-do Pc^or Tranaaission & Distribu- 
tion De:a£srte€ait, Ministry of Slactrlcity" in Han'^gil was put up. 

£iSS§ * This barbed wire fence was set up by the labor services 

of the olerlcsl workers of the office about May 1955; Vfood pillars stood at 
throe-Mteo? Irtervals; Approximately t?» meters hl^; Consisted of six 
horisoBf-al barbed wire lines; Arproxiinately 69 moterg long extending from 
the toilet to the main gate; Adjoined, to a wood board fence. 


■^^8 wood board fence was set up by tho labor services of 
tho clerical workers of the office about May 1955; Extended fVom tho back of 
the gaol'd office to near the toilet to be continued by the b»rbed wire fences 
%)proxlirataly t?«j meters high. 


All the buildlage at)d fadlitles mentioned abova uftro tflgnrnPAirv. 
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\a threcf^^tory permanent buildlinc 

way T>o C8 DIJ1.LC witiiun tiiireo years { IuQ ,, hy I962) at the site of Building 
2 txj the Basic Construction Departments Warn the ne^^ building was 
coiiplotedy zai tho existing brick buildings were to be used m waretouseso 
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■ T' ?o^mr l^rajianl^ion Dopartmont 

I f-'-^'Tra;iiiafbra6r Derartimont 

j ■ - Power Suppij D&psTtmmt 

y- Basic Oonstniction BepartMit 
j ? •Mad'iiriO Ii3pa:lr Station 

j Safety Engineer's Office 


'' ' I)©7:)5a"tn ^ t 

■"' B>ak3!3 -epi.n g Dona ruinont 


■ ’ ■' Socuaient Off iOOT 


Qoiiaivy Power ^aTi i^lafcdon & 

' yga1t>n^^.ti on Office 

i Administrative Aoco^mtlng £)epai"tm©iit 
i Power Esoeipt ^ Supply Department 
' Hateriale 8t jFJquipncnt Supply Department 


1) Under the control of the Po^jer lii^jsuagiiisaton & 'Tran information 

Management Bureau of the Ministry of Blectricity^ the Jlanager dii'octed aM 
<50^ trolled all tha <9nploye8o of the Power Tran^loslon ^ 

Distribution Separtmont^ County (Suin) Power Tran mis ©Ion & D5,^Atr5.butio.ia 
X)opas*t5'n8ntSi, Trang^oraer Stations;* and Branch Offices mtdor its control^ 
and fiiaiiaged ell the brenohea inoludli^g th© clei'lcal braaioh and th© 
j;8chnica3. branohc He euM6f3 up onoe in a ^fiartarly pei’iod regularly the 
olfjjctrie Uisine^is in the proTinco;^ end . attended about tifjic© a year the 
manager conference h©l.d at tha Ministry of Mectrieity; whe^*e h& 
reflecbed the j^owor supply situation® in the province and reoeivod 
rbifctmc'bion©;? execution of v/hloh b® had to mp 0 r\#l©ea 

2) This waa th© po,^ition raxKing next to tho llanager, Be 

directed all the technical phases of the alectric btiolnofos in the ijrovincQj 
consulting tho Manager t. He led th© six post a £ia in the above chart 

and controlled their porscuBolo Ha talgso piX’tleipated about once a year 

in tho cbici* ongrlnoers® confei’enco hold at the Minlfotry of EXecJtriclty and 
i*ec©ive<l inatractions theroo 
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Ordinarily, one may tiiink that the Deputy Mane^or rank^ 

higher than tho Qiief Ihgineer, bat virtually, it was vice versar The 
Deputy Itaiager was rej^nsible for the clerical branch, and had a weight 
lifter than the Qiief Shglnesr frcaa th© national point of viewo ) 


3) Hffiiager t Ihie was the pOBition ranking next to the Manager, 

As 3.S ahown in the chart of the adininiatrative setups he was re^ponaible 
for the Hatoriale & Equipment Hanaganent Bxrsan, tho Power Receipt and 
aipply Department and the Adainistratlye Accounting Doparfenont, 
control] ing their personnel, and directing their tueinesa. During the 
absosica of the Manager and the Oilef Sigineer, he acted as the Manager, 

4) Bower l^ parbaent ; Tid.» department planned end perforated 

repair and maintenance of all tjtpes of tranaalsslon lines and preven- 
tion of accidents with then. The trananlsBioa lines indludod 150,000- 
•rolt lines, 60,000-yolt lines, 20,000 volt lines, 3,300-vDlt lines, 
telephone lines and other coiantmlcatlon lines. This department also 
directed the technical workers of the posts under its control, 

Hie pereom^ of this d^artment consisted of one departmwt chief, one 
rosponsihl© department menber, one tran8!Bi8td.on instructor in charge 
of 20,000->volt lines and above, one power distribution instructor in 
charge of 3,300-volt lines to telephone lines, one communication 
instructor in diarge of communication Hnee and switchboards, one 
trananisslon brigade loader in charge of a transmission Hcb repair unit, 
and approximately 20 repair unit msmbers. All of than worked In a 
single ^ift. 


This deparfanent issued orders and instructions and received reports in 
connection with technical problems concerning the trananlsalon lines of 
each county power transnisaion and distribution departments under its 
control. When technically difficult problaas arose, this departraaat 
consulted th© Chief aiglneer. 


— JS.§ai' Hiis department controlled all the trandfomer 

Rations in Jlang^sn-do end solved their problaas. When technically 
tllffloult problems arose, this department consulted the Chief Ehgineer. 


Tho perasiinol of this department consisted of one department chief, one 
ra^nsiblo dtspartanent member, two instructors, one transformar hrigede 
leader, approximate3y 15 aerabers of the brigade. All of them wrked 
in a aigle srlft, Tho above-mentioned brig-jde wont around to the 

stations under its control and repaired trantsfoimers and 


The personnel of this department consisted of 
one power supply commanding clerk, one deputy power supply oomnanriing 
clerk, ano two department members. The commanding clerk usually worked 


!30T?Fl’DBJTlA;i:. 

ho?o:rn 
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eight bo«re only during tho daytime, and others worked in three shiftso 


The office of this dopartment equipped i^dth four Soviet-made telophcn^e 
which were introducod in early 1954 for 4^000 Wjrfn oach» Over the tele- 
phone© ahy transforaor station© and branch office b in the province could 
bo reached directly^ 'decides the above telephones this depnrtmont waa 
alBO ©quipped with a SoviotHoade carrior telephone wiioh wa* introduced 
in early 1956 and through which th© Power Suqpply Division of the Ministry 
of Klectriclty could bo reschod directly* In case of an accident u\\m 
immediate coznEmriication wa© taken over the carrier telephonoo oUAl-HUlvl 


I In case the Power Supply Department bed a telephone 

call conbomirg power suprly while another d^artmont wa© talking over 
the telephone with the ministry or a bureau under it, the operator cut 
into to notify the power supply call, and the ordlnaiy oemssunioation 
was stopped immediately to ^ve way to the power supply calle) 


This department was establi&hed a© an independent department to prevent 
accidents and confusions in power trananission and stoppage by a single 
control system. All power stoppage and transmission were done by tho 
power suj^y commanding clerk, Pbr instance, wh®i two hours® power 
stoppage was necebsary for a repair of the transraisalon line to tho 
^^nsan Railroad Factory, the ^insan Kalma Transfonaer Station which 
supplied tho factory with power had to get an appx^val of the power 
supply department beforehand. The poT’er supply department d^ecked power 
stoppage plans from various transformer stations under its control and 
submitted them to the Power ^ppjy Divjl.eion, and tho Ibwer Tranmnisaibn 
& Tt^ansfomatioa Mana gement Er eau, Ministry of EleObrioity for approval e 

^the apj^ication of an approval of a power stoppage 

had to be sent in 24 to 4B Ijours before the time of the actual power 
stoppagoo 50X1 -HUM 


The Ibwer Supply Divibion, Ministry of Electricity instructed to ©ach 
provincial power supply department a power usage limit. 4 provincial 
power mipply department made a plan of th© power usage limit for eaoh 
coTinty (Kun) power transmission and distribution station, whiesh, in turn, 
notified tho powm' uwage ll^it to each traiisformer station In the county 
over the tolephono, A transformer station li ited the usage of power of 
eaoh user. Power lir^it was done in the following order* 

First limitation objectivesf. Kbn-produotlve users (rice cleaners, 

milling factories, etc, ) 

Lecond limitation objective.* fawning areas, 

T? ird limitation 6bj active ■ Productive factorleso 

The Power Supply Deportment stopped power supply to any county' (Kun) 
power transDiisaion and distribution station wliich eoccoeded its limit, 
becaui.e It th© provincial power transnissioa and distribution department 
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exceeded ite provincial limits tiie pov»r eupply to the province ua* 
s-topped ly the (%angjin Ibwer Generation D^artment. Fewer limit varied 
according to the output of ttie power plant. Sbr instance, the Anl^^n 
Power l^anunlaalon & Distrihution filiation usually uted 900 kilowatts, 
but in June 1958 it was reduced to 500, 


jgPla* 5&’oh power plant recorded its dally power tranaalasion 


50X1 -HUM 


and reported It every day at 2000 hours to the provincial power supply 
department, wMch, in turn, reported to the Bower Supply Division, 

Ministry of ELectrloity every day by 2400 hours.) 

gonstruetion Denartatmti The persmsal of this department consisted 
of one d^^artnent chief, one ret^nsible department member, one poww 
tranasls<.lon line instructor, one transfonner station instructor, on* 
ar^tectural instructor, one statistician, ^proxlmately 70 members of 
two line construction brigades, approximately 50 meters of one transformer 
station 0 nstruction brigade, and ^roxlmately 30 membors of one 
architecture brigade. They worked in a ^j^e shift. The brigades 
mentioned abofe were asaigned to various placea by the department chief 
every day. They carried two fiovleUmade WLodcs tdiloh were introduced 
in 1955, one planer, and various small RK-made tools, vdildi varied 
according to oach brigadoo 

Prom 1954 to 1956 the Construction Manager directed the 
uonstruotion Department, but the position was abolithed in 1956 along rhyi umm 
with a out of personnel,) ouAi-nuivi 

^ to 25 June 1950 almost no construction was done. During the Korean 
inert evacuation of existing facilities was primary work. From 1954 to 
19^ many WSar damaged facilities had to be rehabilitated and many new 
facilities had to be canstruoted, and construction work increased suddenly 
tons^otton f^s were drawn from the Kangwj^n-do &anoh Offioe of the 

During the period of 27 July 1953 (the Armistice) 

TO 1958 tne yearly construction tmde used amounted to about W.OOO.OOO 
wn in average. ' w,ww 

2 bi 0 machine repair station was undor the direct 
Mnti-ol of the Kangi^n-do Power Tranaaisslon & Distribution Deoartment 
^ was locat^ at CU 62953480 In Kwanp'ung-ni, l^nsan-si, Kang»fl<n-do. 

^im^iy, this repa^ station repaired transformers and motors of all 

province upon their reijiests, and 

^ondarily, it r^aired large tranafonaers fron 200 - 2,000 CTA of the 

^tions under the control of the provincial power traa^sslon 
et department. From July 1958 this repair station beean to 

^ eenerators from five to% k£ p^ mSir 
plants and water mill power plants in mountainous 
paragraph concerning the prospect of NK oower 
situation, for further details of these Lall ^wS plants!) ^ 
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Ihis repair station vas established in January but tq> to uhe end of 

1953> It had not yet a oonqslete setup and just moved around for repair 
of mail tranefomers and motorb. PicaB 27 July 1953 (the Armiaice), 
ma<d)lnes to be repaired increased enormously, and the new boildl-^gs 
as shown below were constructed by the Basic Construction Oepartneat 
of the Kanew)[(n>do Power Thxnmlsslon ft OLstribution Department at the 
cost of sgjproaclmately 370,000 Hrfn during the period of March to Ncvember 
1957* 



“Haksu-rl 


Highway 


V^nsar-si — »• 


t fet^ine-Rapair Factory * ttral^t single-ttory brick building} 10 
meters long, four meters wide, three meters hi^j fioofed with #hlte 
slateso 

Bo l^E^iojjga! straight single- ttory brick building} 10 meters Icig, six 
meters wide, four meters hi^; Roofed with white slates. 
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straight sii3gl®«*&tory brick building? six meter a long« four 
meters wide, and three meter© E of with rod tlle&o 

O^-^orBRQ cf ^rO J^R^ired i Thia open storage waa 

aurrofunded a five-line barbed wire fenoej 1^5 meter*, high; 
fi^oximately 60 small motors from 5 to 20 h.p., and mall transfoimore 
from five to 20 kilovatte ve'>"e usually stored here^ Ih© repair of 

requested by factoriee in the Kangigrfn-do area, inoludinff the 
Brick Factory, the Anbyjrfn Brick Factory, the l^fnsan Jbod 
Factory, the ^^paeaa Railroad Factory, the £ang^n«*do Central Ho^italo 
rural dietricts, and the r^KPA units stationed in Kang^n-do| 

^e ^tors and tranafbrmors were transported to and frcao this station 
cy the rec^esters mostly by ox-cart and rarely by truck* 


j Tectoical festructor (one p&rson) 
i ^ Inspector (one person) 
i a^ansfbmer Ifcrk Team (20 persons) 

j y ^sH Motor Work Team (15 persons) 

Ifechi^^ Work Team (5 persons) 

Large Transformer Work Team (10 porsons) 

7 Clerical Worker (on© person) 

■ Warehouse Keeper (one por^son) 

^b^.rected the whole repair station* 

3n struck t Directed th© technical phase of the ronair 
works of each work teasi, and acted for the station c) ief « 

He received repair requests, decided repair 
charges, and requested the charges* He alao requested the w^^e« 
this station to the ft^okkeeping Department of th^ 
Kangwj#n-do Povea:* Transmission Distribution Department* 

^*ought materials and equipment from the 
H^^arteent of the KarWn-do Power Trane^ 
xa^s^n ^ Distribution Department and kept custody of the© in th© 
warehouse, and iaeued thsm to each work team upon its reqaests* 

He in;.pected the nachiiies repaired by each work team* 
madiine x^as delivered to th& requestor without his infection* 
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Teaas Tills trma worupi&d tiie left-sid® 
part of the factor;?^^ Fq’idpp^ with tv;o thread machines 

^Moh ijere made the esnr^loyoGS of thia station, fi*7© coil wind- 
ing madiiiiea which W05?e made alao by the -^loyeoa of tl)i6 
ptatioiij^ I^JK-mde tool 8 ijieluding pliers-, haHasorg:> driver end 
erthersj Two larkora \jith a polo a traiisfbmcrp or a motor 

(sic) to be r©pa3.x*€d from ’the opesi storagoi^ and the tran-gformar 
or the motor was disasLesibled for rep^alr^i T^m repaSx work 
olasslfied into ^all raT3air, modi^m rspaiis lai»g© repair^ 

^all r0pa:3r involved only connecting of a tmi disconnected 
places in the coil and needed no rmiTxdfng^ The medium repaid was 
aprjlied when a transformer hei many ditconnected places in the coil 
and required rewinding. The largo x-opair requirodl the replacMcat 
of the coil and welding of the tretnsi.*ormer cate* IMs teesa 
repaired two transformers a day in average* 

g« Tegg^i This work tern occupied th© middle p::rt 

of the fectoryi Used only sjsall M-foada tools inoluding plier% 
db? 5 .vorfc,^ hammers^ etc# 5 The coil fo):" rapaSx of motor® waa 
la^ou^t from the Saall Transformer Tbrk Tom; Tiie degree© of 
^'epair was the ssme ao those of th© Transform©!* ^rk 

Repaired eppx’^x^mtoiy 50 motors per ia>nthc 

Tbla team used no machines^ Fo^ 

coil ^dndlng a winding machi'ie was fec^rrowod from the SnsOJ. traino'^ 
former l^rk Toctmj I'-bvea around carrying transformer pax*ts made by 
Machine Vfork Team €snd repaired tran formers of the traneforaier 
i'tations under the control of th© Kas^g'v^n-do Power T^an emission & 
i^etrifeition Departaentj Hopaired v^o to throe transformcK*© pea.* 
nontho 

'^ehia t&m was equipped ^lth% cqx- 


On© lath© (l©ngfth ymlmnimU 



Used bv this m 

>rk 

z®m xrom rk? troxsWu^ at all 

:rmictionin,^« 


Fii:ie 


Octebm' 1956 ]j IntroductJx^n proc©dv.r©s 1^400,000 w&s pedd 
as the price of tliis lathe to the Oontral Material.^ Equ5.p- 
rae^it Kanag^ent btatioHj, Mlr^istsy of Electricity^ in accordance 
idl;h a direetlv© from tho Matorials? ii %a5,peieJ2t teeau., 
mnistry of Ileetricltyj end the lathe was trang?portsd'‘k> 

V:| 5 rii?an by trainp and this :e&poXv station Irought it th© 
^^nsan Hail.i^ad Sfcatxon# Tl^i© price psid by bank account 
transferer system ’through the Iengvf/n--do feandi Office of th# 
Gentry Bank^, vdth irfbxdh the Power Tv^nmlat^on & 

Di^tri Lotion Dopai^tment had accoiiJits., 
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inst^l<5d''on thQ dale xn 'bhe tJkm i^uer m th® above 
lathe rae; Pricet IjlDO^DOO 

0^310 ^hupor IiQgvtailsd aiiout October I 9565 

a)viot«made.^ Price 

Ti'j.'ls team manufactm*ed \d-th tho moBtioneci equipment tbe 

;rollowing ports reqiairecl tn the othar Hork teams? 

iron cox'o 3 for approxii\iately 40 tranafonaers per monthj Appro^.-^ 
nisvtely 30 lai'ge and msll traiipfornaar and notor ca&os per inontb.; 
voiding of appro^dLmately 15 Ifv:»ge and ^nall trail &foraer cases; 
^^fioroxlmatoly 20.^000 of ml%a and nut.o per itvanth to' bo used 
far the transanir^sion linens mxclar the control of tho Kang^fe"*dio 
Foverr R^aBaaiseion & llL^tribation; Approxixiately 3^000 arm tupport^ 
io ? telephone poles pm* iH>nthj Approximately 10 gonerators from 
to 50 Mlwattgi. The raw inaterials ^.>f the above parte 
insIndiJig iron bars^ and :li^on pla.'tos wore purchased ths‘ough 'the 
Oeritral Matei^.alTS %aipmont I^lanagement Station^ M3.nistry of 
Electricity by a d3a**od;ive fteia the Electric Materials & SqalpmeKit 
i%iagem©Bt Bureaiij) and stored in the vyarebmaes of th® 
provinciiii3. pouex'* toon ^1^3 s^lon and di&tritu'ijion department 
t^fa.ipoi'arily.. They wei^e trttnB|)orted to tb© machine repair station 
ty a Soviet-rAadc Zli truck of the proirineial departmenta The 
crticles manufactured by th© machine ropeis,'* station was stored 
in th® waroheuse ahowsi ^In th® aforczientioned akatebp and were 
tranj^ferred to th© ^^mrehoiiao of th© provincial department along 
viith the report of the produot;ioiu were issued to work altes 

;3rd county (Kisn) trasnyforxacr stations upon theli* ro(;^a&tBr, She 
g«'Si'iera’?x>rs lasnufactured hea.'*© t-iiiu:*© issued t<> th© peopl® from 
miniaturo powor plants o;id water yihz^l povor plrants of rural 
districts in the provineoo 

1) Flve^illowatt 


Small repair 

2 , 500 

Medblujn repgdj? 

3,900 

largo repair 

7,000 

10-lclloHatt •l;ran 6fo:’Cin©r 


rsspair 

3,500 

Medium rop.^.r 

5,000 V^n 

Lerge repair 

9,000 V^n 

15-*kilowatt tr ar. sfoimer s t 
Bnall. repaid* 

5,000 y^n 


M'sdlum repair 3^:500 ^h 

Large repa:lr lIpOOO 
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i?/) 2Cwid.3,omtt tranfeforjTfi0rs>x 

Small r^aiy 6^^500 ^^n 

Heoiitgn repair 10 000 

Larp;0 rej^air 13- 500 

v) largo tran&formor»t 

No chet*go Tjaa Smpo&sd on the repair of Im^go 
hecaufca they pr?>porty of the provincial 


traXiiJ'ox'mer® 
pow<^ dopartKiem^ . 


Sm©].! r^a5.r 

Meditsa repair 

Lar^ge repair 

3.000 

4.000 M}in 
7,500 Wjifn 

vii) iO-hcp* motor^j 
tmaH repair 

Hediua repair 

Lart'^o repair 

4,000 
5,5(X) l^n 
9,500 

viii) 15-«h<.po J!K>tori>? 

Small repair 

Hedim repair 

I^rga repair 

6.000 Vfin 

9.000 W^a 
12,000 V^a 

ix) metorbJ 

Smsll repair 

Medium repair 

Large repaix* 

7,500 V^ifn 
jJitOOO VM 
15,500 'lijSn 



Income frisa the repair of mall mtoi’s, 
Inwnse fi-oin the repair of mail trmitfomiori 
laao® frcza holts, and nuts, 

Xfiijoae from a®nerator, 

Xbtal Inccaa 


.&gflBl....Baierditijrea 5ji 195g ; 


SspenditureB for raxf matorialf) 

Wifi c*<rs<5l 


f2l3K'£.^l§n<i.ltT)re». 


■Sfctal Sspenditurea 





6,000^000 
7^000^000 W^n 
apOOO^OOO 

16p500p000 


9;,450p000 

Ip650p000 

— 

Us 550,000 l^n 
4,950,000 l^n. 
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9) of the lab^s.'atoj^y confdfctc^d of ©i^c pereoas 

includi^i tho fhi® poet iagpected all the trail f^ormort^p motort.|. 

and parts repaired the aiaehine repair otatioxi or introduced from 
outside (the Tacan ]fiootrio Factory and the &>viet IMion)* All th© 
trantforinero end their auxiliary mschinoe nc^tioned ahovo wr© used only 
after the test tb© laboratcKry* Any aoidy constructed transformer 
©tations tjer© put into operation only after tlio test of the lahoratoryo 
this laboratory was ©quipped with appro^dmat^dy ZO various metert* ^ey 
were all Eoviert-^jTiEide ones butt gourco did not know further details of them* 

^0) ^afoty Office t One safety engineoi* worked in this pocto Ha 

supervised observance of work regulations laad provantod accid^te and the 
: d«^ 6 ctiv 0 W3ri^6 either out at woilc sites or in his office aver the 
telephone^ hhen an accident occurTed:» (srialysis of the causes was con-* 
ducted catering around the aafoty engineer c His re fusibility was 
heavy beesuso It had to b© investigated idiether his direction was faully 
or not<^ 

gtaff Dep^rtaant t The pereonnol of this deparfeent consisted of one 
department ohief and two instructorso M.3 dspartaent was responsible 
for the persomd adRdnistration with regard to the i:)or 0 onRel of the 
provincial power trensinisslon and distriliition d^^artmenttf tho chief 
and instoictcrs of comity (Kun) power transL’ilssion and diatritotion 
stationer and the chiefs aiid dopartoent chiefs of the branch offices 
and transformer stations* The perscsunol actions of tho Inetructors of 
county (Kun) power tran mission and distribution stations and the cliief 
of the branch offices and transformer stations were token upon the 
majtjiager®© approval^ and those of tho d^artmont chiefs and the chiefs of 
the power tranemisfidon and distribution stations wore taken subjected to 
the ratification of tho Ministry* 

One instructor was responBlHe for the indoctrirdation of the employees^ 
and the other instruo“tor for teclinical training of th© mploymsic This 

recoraervied fox** th© aw.?rd of orders and medalsp and ^selected those 
©K^loyees Mho wore to bo sent to Party schools and training s<diooldo 

3-2) Politically;, tho Wage JDoparta^ient could b© 

oonsidered aa ranking i»mediately below tho Staff Department * Tho 
p©x*£om©l of this dopartme&at consdstedi of one department oMef^ gne 
rei^nsibl© departsso:at member, on© labor wage inetruotorp on® incroasod 
promotion oospetititon instructor and cm att«^ano© keeper « Ude 
dopartm^t was responsible for personn®! admiBistration of the laborer 
allocation and assigment of labor^^s based on the labor plan instructed 
trem the Risilstry^ end control for sts’iot observance of the wox*kliig hours 
and cot -bho wages, 

3-3) The parsoimol of trdi^ depax-'mmt confcie^.ed of 

six per^ioa'^ incliA<B.ng on© department and on© ros^onslblo departiaejit 
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Thlwi d^sartroeiit wa^freaponalbl© for tho financial 
pbaao of sumagaocirt of this provincial power dopartmento It managed 
all tlse property of the psrovinoial power daparfaaant and the e&tabliab** 
manta under its control^ all the disbar semmnt^ and onstoi!^ of the inocme 
throng electric charges* The actual procedorea of the buidness of this 
department are given beOLovt 


^ ^et^lgg^ent of Accounts* The accounts of the Kangu)^n-*do Bower Trans-* 
mission & Ittstributlon Department were settled ty month, quarterly 
period^ and yearo The monthly and quarterly settl<9&ents ware called 
proliinliiary settlementso 


ao i The monthly settlement ms made vp briefly 

and was sent to the Bower Tramanission & Transformation Management 
ftireaa of the Ministry of ELectrioity by mall by the seventeenth 


settlement 


& me rojLiowing xs an eocampxe or n 

konthjy aoc 

ISRPOIAnON SHEET 



50X1 -HUM 


Chief Boolcheeper (Seal) 
B ooMceeper ( Seal) 


jPatalt 

l&SBU 

■ -1 

Oarrifld 07 «r 

lionthly 

droulatloDt 


1) Elaad Asestei 

a) Ttronsniission 
facilities 

b) TtansformatJjor 
facilities 
Power dietribu 
tion facility 

d) (bsEaunlcation 
facilities 
©) Buildings 1 

f ) Residences 
g> VeliidLes & oth 
trani^rtatioa 
facilitlels 
h) Tools it 
equipment 

36,930,000.00 

136,490,000.00 

46,974j.000.00 

2.376.000. 00 

4.670.005.00 

2.260.005.00 

M* 

1.600.000. 00 

4,600,000.00 

1 

960.000. 00 

430.000. 00 

1 

1 

! 

36.930.000. 00 

136,490,000.00 

46.974.000. 00 

2.376.000. 00 

5.630.000. 00 

2.790.000. 00 

1.600.000. 00 

4,600,000.00 

Ibtal of ¥" i ; 

>36,000,000,00 

1,3^,000.00 

237,390,000.00 

, 
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WOFCM 




(1) 

a) Baaio aaterlal* 

& aqoipncnt 

b) aibeidlary 
aaterlals & aqulpi 

0 .) Bnall aadiiaaa 
& toole 

d.) Bnergancsr 
naterlala & 
equlpiont 

a) Rial 

3,790,000.00 

174,000.00 

ant 

70.000. 00 

4,6TO, 000.00 

46.000. 00 

164,000.000 

46,000,00 

15,000.00 

3,954»000.00 

220,000.00 

85,000.00 

4»360,000.00 

30-000.00 

Tbtal of Seotion 1 

8,750,000.00 

aK,6o6.oo 

8,649,000.00 

(2) Curraafly Propfartr 

a) Gaaih 

b) fcettlad Cantral 
Banlc Account 

e) Limited Cliaqua 
— .Ac<^unt 

3,000.00 

1,460,000,00 

37,000.00 

247,000.00 

4,670,000.00 

47,000.00 

2,000.00 

3,470,000.00 

39,000.00 

Total of Section 2 

1,5^,000.00 

'4,964 /KTO.OO 

' 3,511,000.00 

(3) SsaSH 

a) Grodlt to be 
settled 

b) Security money 

c) Baeio Cbnstrui^ 
tion Credit 

d) Advance money for 

procurement 
^LOtber debts 

239.000. 00 

46,000.00 

0 

467.000. 00 

_J1^364.000.00 

474.000. 00 

31,000,00 

367.000. 00 

*=74,000.00 

47.000. 00 

194,000.00 

56.000. 00 

0 

344.000. 00 

l.z67.ono.nn 

Total of Section 3 

2,i5,000.00 

1,493,000.00 

IIBI^SIEilSij 

ibtal of Page 2 

12,3^,000.00 

6,682,000.00 


(4) Profit paid to 
. Qoyorment : 

S24,mjDQ0.00 i; 

3,072.000.00 1 

^ 2 . 622.^,00 
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CttCTlttil Qiyiaei 

Monthl7 

1 Balance 

a) Basio Rmda 

b) Manager^ a 
o) Prize 

i reserve ftods 

236,000,000.00 

V 3?,000,00 

0 

360,000,00 

MO.QOO.OO 


Ibtal of Page 3 

236,037,000.00 

720,000,00 

238,147,000,00 

(6) Dabts 

a) Cbnfim*ii,2 debts 

b) Debts to be 
confirmed 

c) Other debts 

dj Advances receive 
as price of 
ootusBodity goods 

e) Advances receive 
eloctx^lc ehargej 

f } Accumulated fmi 
for installment 
payments 

g) Accountt, mA^ t! 
Bureau 

h) Basie Gbnstruc^ 
„ tion debts 

1.655.000. 00 

2.406.000. 00 

1.446.000. (X) 

A 1,469,000,00 

A 2,344,000.00 

1 

is 94,000.00 

>• 464,000.00 

3.679.000. 00 

156.000. 00 
4^,000,00 

64,000.00 

159.000. 00 

460,000.00 

C 

19^000o00 

841,000o00 

1.564.000. 00 

2.075.000. 00 

1.211.000. 00 

592.000. 00 

2,919,000.00 

94,000.00 

474.000. 00 

674.000. 00 

Total of Page 4 

13,567,000.00 

2,163,000,00 

9,873,000.00 

(7) sgsaiss 

Profit carried 
over from the 
previous year 
b) This year''® 
profit 


5,189.000,00. 

49.873.000,00 

Total of Section 5 

44 ? T*74 ^ 000 » (X) 




294.378.000.00 

8.072.000.00 . 

pM||Mtl| 
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Bcplanatloa of Circalatton 

A) Fixed Aseetbi Aseetb vlth no Uqoidity. 

a ) ilrananisslon faeilltiest assesasent of trausBlaelon llnea 
of 20,000 kllowattB, 60,000 kUowatte, and 150,000 kilomtta, 

etco 

b) tlrttrsfcrmation faellitleb} aeaes^inent of all the facilltiee 
installed at transfonaer atatione of 150,000 kilovatta, 

^,000 kilotiatta, and 20,000 kilovattaa 

c) Bover distribution faeilitiess aaeeaament of power diatrlbu* 
tlon linea lover than 3^300 volteo 

d) Gcanmiinication faellltieat aaaeaaient of the ain^e oosunmi-* 
cation line and the avitchboarde 

e) Bhildlngat aaaeasaent of the buildinga of the prowinoial 

power dq^artment, the county (Ktin) power atationa, the 
tranaformer atatlona, the offieea, varelKmaee, and 

other atruotureco 

f ) Heaidenceat aaaeasmeait of the official reaideneea of the 
amployeeao 

g) Vehiclea & other transportation fadlitleat aaaeaanent of 
truoka, jeeps, occ«-carta, borso^oarts, etco 

h ) Tbola & equipsnents aaseafizaent of tools axsd equipment aueh as 
lathes, ddlling machines, shapers, meohanioal planes, etCo 

B) Liquid Property* 

(l) Stored Goods* Klectrio materials and equlpmehb procured 
for use in tranefonner stations and transmission linese 

^ Basic materials and aqiiipment* The prices of electrlo 
goodso 

b) aibfiidiaaiy Materials and EqulpmcKit* The prices of office 
asipplios, lumber, etc., 

c) aaall medhinea and tools* The prices of all the tools 
and machines stored in t he warehouses^ 
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d) saaterlals and e<|til]»>entt The parices of the gooda 
to he used in case of an energenofF hF transformer statlonn 
important area* end branch office. U.noe the never trauianiiaslon 
and distribution facilities were exposed to natural ealaoities, 
this item eQBOunted the most as diown in the sbeeta 

e) Fhelt The prices of the anthracite ooaI» <dier coal* tran»> 
foraer oil, gasoline, engine oil, etc. stored in the warehouse. 

(2) Cbrroey Propartft The property kept in the bahk or the safe. 

a) GsAi The caeh kept in the safes of the proelnatsl department, 
county (Kan) stations, eto. 

b) Settled Cantral Bank Account > The amount depoalted in the bank. 

c) limited cha^ie aooountt The limited amount to be paid in 
cheq(ue to o^er organlsatlone sudi as railroad, etc. 

(3) Oreditt Lent money. 

a) Qrsdlt to be settledi The money paid in advance to the 
employee for bisinesa use, such as per diem for a travel. 

1>) Seoiirlty moneys The money paid as seourity monoy idien a 
vehicle or packing materials, etc. were borrowado 

c) Basic construction craditi The ftads tor new oonstructions 
and extension works were issued from the govemmentc fbr 
the above works 'Oio materials and equipment kept in the ware- 
house were used, and they ware compensated from the goveroBent 
later, once in a month or a few months, 

d) Advance money for goods procurements The money paid In advance 
mostly ly the Materials & Equipment Department of the provlnolol 
power department for procurement of electric materials and 
equipment. 

e) Other debtsi The money lent to the employee for their welfare 
aotivltiee or medical treatment went under this Itm until 

it was settled. 

< 4 ) Profit Paid to Oovermanti The profit obtained after a settle- 
a«it of accounts waa not kept or used ly the provincial power 
department, lot was remitted to the Ministry of Heotricity. 

™e remittanoe was made ly the hark account transfer system from 
the Kang»*fn-do Brenoh Office to the Itein Office of the Central Bank, 


COtlFlDEJTIAL 
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(5) gncda t 

a) Ba^o funds: Bie basic property issued from the gonrsnmant* 

5h« priea of ths fixed assets. The facilities eonstruoted 
tgr the Basic Censiaraetion Oepartmsnt with the funds 

fteo the goverrmeut were assesned and the priee of the neuly 
constructed facilities were added to ttie sod under this itfls. 

b) Manager’s fhndst Ja^y enterprise in UK set aside 40 percent 
of the anount ecore^pondlng to tw> percent of the income 
throng over pzoduetion" end 20 percent of the Inocoie through 
saving of the cost pries for use in mnsbruetion and manage- 
ment of ^tural and entertainnent feollitles for ttie employees 
such as demoeratio propaganda office, club, nutlon picture 
hall, bathbemse, etc. 

c) mse aonay rsserve funds: An enterprise in fOC sat aside 
60 percent of the snount oorre^jondlng to two percent of the 
Income throi:^ over production and 20 pweent of the 
through eaviog of the cost priee, and prises were given to 
selected model worlcors at the end of each quarterly period. 

(6) Itebts : 

a) Qonflrmed debts: Sie price of a purchased consaodlty idilch 
had been corfirmed hit yet to be paid was added up to the 
sum under this item. 


b) Debts to be confirmed: The price of a purchased ooomodity 
tAloh had to be confirmed tAen its notification arrived was 
toa^fcorarlly esteblifahed end added \ip to the a™ ? under this 
item. 


c) OtAar debts: The money received in the aooount of the 
provincial power departnwat at the Central Buik but whose 
payer had yet to be confirmed was added up here. 


d' 


Advances received as price of conmodlty goods: 3he advances 
received from other factories and uiterprlses for electric 
materl^s ai:d equlpo^t to bo purdfiased flrom this pcovindel 
power d^artment were added here. 


e) Mvances received as electde charges: The advances received 
power usersc A user mi^t pay his decbrlo charge for 
coming month, quarterly period, or year along dth that for 
the corresponding period Sn advance. 
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f) , Acoumulated funds for inatallnent pasrisentt Nhaa a deliit 

had to be paid in Inatallmant^ the moncsty' acetssniated for 
Ito payment vimt under this iteB» 

g) Aoeotmts with the BUreaat For instanoe, idien an instruotor 
from the Bureau borrowed some money from the provlnolal 
department during hla l^avel; tha amount was added vp to the 
fium under this item in the deh&t^ while when an instruotor 

of the prwinolal power department borrowed some money from the 
dsreau during his travel there^ the ^sotmt was added to the 
Sian under this item in the oreditc 

h} Basic oonstruotion d ekitst Thm debts to be repaid to the 
oonstmetdon aooount by other managerial branoheso Pbr 
instance^ ^en oonstruotion materials were used hy other 
maziagerial branches^ the price of the used materials were 
added xtp horoo 

(7) Balance s 


a^ Profit carried over from the preirious years In ease of the 
year of 1959p the total profit as of the end of 1956 should 
be re<»>rded hereo 


^ 50X1 -HUM 

Ihls item remained blank because at 
organisations under the control of the Ministry of Slectrioi*^ 
the total profit was remitted to the ministry at eaoh year a 3 d 
and did not appear in the account of iiblB pi^ovlncial pev^ 
deparbaento 




This year®© profits The total of monthly profits 
January to lepteabor^ 


50X1 -HUM 


Caiart^lv Sett] 

tfsaent? The qp.arterly si^ottleacent was taken 



to the Power Trangsal salon Ibranefomation Bureau 


necKt quarterly period^ and was cosi^jared with the settlements of 
the Eireau and other provincial power tranfimission and distribu« 
tion departm^tsj and was settled on the Bureau-Ksontered aooount 
during the period of about one week® The quarterly account 
settlement was mad© as follows^ 
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i) 



Rtoa of Khterpriee: 

KaDgv)ifn«^o Povar Tranaidafilon & 
Distribution Departmeiit 


50 X 1 -HUM 


Manager (Seal) 

Ghlof Bodbdceepar (Seal) 


Credit U 

1 Pebtt J 

It® 

Carried Over 


Itan 






B, fuocljL. 

jlflllllll 

||||||||H||i 

So Trans- 
DlaeloB 
fadllt 

b. 

c. 

les 


a. Basie 
funds 

b. Manager 
fund 

c* 

^8 


■BISsraSR 

r 


F« Debts 



ao 

is 



■i 

1^1 



The itsme of the balance ^eet were the eme aa thoee of the 
aforementioned oiroulatlon sheets bat the former did not Inclu^ 
circulation So Sils balance (^eet was made up for information bn 
the changes In all the property and debts^ baalo ftmds and 
profits« The balance sheet served as a guide for the busineas 
during the next quarterly period in reotitying the branches in 
idiioh the lagging behind^ 

ii) 

Name of ^terpriaes 


Managers 

Chief Bookkeeper 


_ Itan 

Quarterly 

Actual quarterly 

_ jp^tisaition 

results 

lo Raw Materials & 



Basic Equiisneat 

2 o Auxilia^ 

3<. 549,000.00 

4,744,000.00 

Materials 

3« Klectric & Steam 

21,000.00 

16,000.00 

Power 

12,000.00 

14,000.00 

: 
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0^ 

i 

4« D^reoiation isao^mt 

1,232,000.00 

1 1 

t 

1,232,00.00 

5. B&aie Laber Ifeges & 
Allousnoea 

3,352,000.00 

3, 350,000,00 

6o Social Inauranoe 

I^«iait 2 a Deduetioii 

189,000.00 

189,000,00 

7a acDWditurea of Tturionn 
ffox^chops 

738,000.00 

672,000,00 

1) Basic labor USageo & 
Allovances 

342,000.00 

34Ci»000o00 

2} £oeiaI Ijasuranos 
nrflnlum Deilaotlon 

42,000.00 

42,000.00 

3) TrsirA 

W, 000.00 

89,000.00 

4) Office Stpendl tores 

36,000.00 

34,OOOeOO 

5} Scr'cnditnres for Haiii~ 



tsnosoe of Buildiags & 
Fadlitiee 

72,000.00 

56,000.00 

6) Labor Protection 
Expenditures 

138,000.00 

90,000a00 

7) Bb^enditzireo for Tools 
& Implements 

30,000.00 

21,000.00 

8. Ganwal Factory 
Exp^dituree 

1,3(38,000.00 

1,. 280,000. 00 

1) Baaic Labor Wages 
^ Allowances 

468,000.00 

457,000.00 

2) Social Insoranoe 
PrenlTmi Deduction 

39,000.00 

39,000.00 

3) Depreciation Amount 

150,000.00 

150,000.00 

4) Cultural Activity 

Funds 

14,000.00 

14,000.00 

?) Travel Espenses 

108,000,00 

126,000.00 

6) Office EKpenditures 

90,000.00 

76,000.00 

7) Expenditures for Main- 
tenance of Administra- 
tive Buildings 

99,000.00 

74,000.00 

8) Ecnanditures for lialn- 
tenanoe of Factory & 
Warehouses 

90,000.00 

70,000,00 

9) Labor Protection Ebnds 

27,000.00 

IK),000,00 

10) Sependitures for Main- 
tenance of Official 
Hesidencea 

213,000.00 

244,000.00 

11) Other &nenditures for 
Administrative Manage- 
ment 

10,000.00 

10,000.00 


Cb&t prieo of oleotric power aeont the total coat of maintenanea 
of ail electric facilities and administratl'^e expend! turoa required 
in receiving power from the power generation d^artment and aapplying 
the users with pouez* through trancmisaion lines and diatribution Iine«:» 
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The explanation of eaeh item reads as follows i 

!• Raw Materials & Basle Egulrment t The materials uhiob were 
used for rehabilitation or maintenance of trananission lines 
such as tel^hone poles and copper wire were called basla 
mateidals ai^ equipment. If eacploslires trere used for wairiTig 
a hole for setting a telephone pole, the explosiirsa were 
considered as anxlliaTy mateorial. f Hlfate t Bxplosiwes 50X1 -HUM 

were procured ftwn the Wnistry of Maternal ) 

Zo Anri llarr Materlalsi Materi als such as exoloBiTes mentioned 

above went under thla Item. I 50X1 -HUM 


3o SfiPtrie aBd.^eaa Power; The cost for eleetrio and steam 
power supply for operation of factory machines vent under 
ttils item. £team power was not ^pllcable in case with this 
provincial power department, but it was merely llstod here 
because the item vaa called so in the Soviet IMlon. 


-Pspreciation teount; Basically, depreoiation amount represented 
the amount aooumulated each month or eaoh quarterly period 
against wear and tear of major madhine installations of a 
factory. The depreoiation amount In the organisations under 
the control of the Ministry of Klectelclty represented the 
money accumulated for large repairs of their fixed assets 
such as power trensml8d.on lines, transformer station 
facilities, and power distribution linos, etc. This oaount 
TOO determined not by the discretion of each provincial power 
department, but vsm Instructed by the Financial & Ebokkeeping 
^eau of ttie Ministry of Blectrldly before eaeh fiscal v«ar 
began, since it would be difficult for each provincial power 
department to estimate the wear and tear of eaoh of hundreds 
of telephone polos which went along with eaoh tranunisBion line. 


^ia Labor Wages a nd Allowanees i The bnsio wages and all 
dher allowances paid to the employees went under this item, 
ao bade monthly wages of the employees of the Kangwrfn-do 
Bower ^ananisBion & Distribution Department were as foUowss 


^afer 7,200 

^uty Manager 4,500 

Chief Bjgineer 6,000 M^n 

Oopartmant Qiiefs 3,000 » 3,500 li^n 

He^nsibla Department Members 2,400 - 2,700 liJn 

Department Itobers (elerloal lurkers) 1,900 - 2,400 W/fn 
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Engineers 
Laborer L 

Skilled Workers (laborers) 

Laborers and skilled workers were salaried on daily basis 
and were classified into grades. Workers on Grade XV received 
approximately 1,500 Wp4i, and those on Grade VIII approximately 
3,000 WJffn. 

I llfote: The above wage schedule must have been raised 50X1 -HUM 

40 percent in average | The raise was 

announced in a Cabinet Decision in October 1958 through the radio 
and newspapers, 

The allowances were paid ^en an employee worked beyond his 
regular work hours and \^en an employee had a technioal 
qualification certificate. If one person took leave in a 
transformer station whose pertonnel consisted of three persons 
who worked in three shifts, one person each during each shift, 
the other two persons had to work twelve hours in two shifts. 

The two persons, then, worked each four hours more than their 
regular work bourse Their overtime work was con^ensated with 
one and a half times of the hourly ratio of their basic wages. 

The technical allowances were paid in pjroportion to the length 
of technical service. In addition to their basic wage^, those 
whose technical services lasted less than three yaj^rs were paid 
400 per month, from three years to 10 years 800 W^n per 
month, and more than 10 years 1,200 ^fin per month. 

j^ciol Xn^ranee P remium Deduction : The clerical worker and 
laborer in TIC were given H days’ leave annually and free 
medical treatment and free rest and recuperation at rest o^terso 
For the fhnds for the above purposes one percent of each 
€iaployee®s salary was deducted, idiil® the enployar must pay 
the amount corresponding to eight percent of each oaployee^s 
basic salary to the social insurance organization. The amount 
paid to social insurance organization went under this item. 

Social insurance organizations, idilch were under the control 
of the Ministry of Labor, were established in each province 
and county (Kun) on 24 J^^ne 1946 (sic). 

lsc.^di.tur.efi. of Varlom Workshops s This item included all the 
expenditures of the transformer stations and branch offices 
Including the seJLaries of their €»nploye 0 & and the maintenance 
cost of their facilities. 

l) Basic Labor Wages and Allowances* wane as before. 


y 
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3,000 • 4,000 
1,500 - 2,200 
2,200 - 3,000 
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2) ;Ex>cial Iribiirance Premium Deduction: lame as before. 

3) travel fijcrensess 50X1 -HUM 


A« Train charge t Approximately five per four 
kilometers. The ticket from H^nsan to P*yi<ngyang 
(137.5 kilometers) cost 245 


Sgielt: Only the manager was authorized to uee 
the second class car which cost tClce the above coat 
of the 'ttiird class car. 


B. Bus charge: 10 per four Id-lometerso The bus In 
urban areas cost 10 per ride. No differentiation 
in trips by bus among the manager ahd other onployeos. 


G. Other vehicle chaises: The charges for use of other 

vehicles were repaid with the actual cost upon sutmltting 
the receipt. 


It The travel expenses wore paid three 
days in advance by the Bookkeeping Department. The 
person idio was travelling made up a cash transfer slip 
an d got it t^ ed tsr his mipervifior and submitted it 


50X1 -HUM 


the Bookkeeping Departmentr 


|to| , ^ , 

^to the Manager throu^ the Chief Bookkeeper 

for final approval. The money was paid by the casher 
of the Bookkeeping Department upon showing the approval 
slip. 


D. lodging Eroenses: To an employee travelling to an area 
where botele were available 40 \ffin was Isuied per day. 

No lodging expenses were issued to an employee travelling 
to a rural district where hotels were unavailable^ 

Ec Per Diam: Per diesi represcaited the food cost. One 
hundred and fifty lijin to en employee travelling to an 
urban area^ and 75 Hfc to an employee travelling to a 
rural district. 


I To an eB5>loye© travelling to an urban 

area a total of 190 was issued per day, and to an 50X1 -HUM 

S loyee travelling to a rural district a total of 75 
was issued per day. An employee travelling to a 
rural district obtained his lodging free of charge 
though the agwiqjr of the district chief, and bought 
his three mefils for 75 ^n each day. These same rules 
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of travel eocpen&ee were applied to all the entorpricee in NK, 
and no differentiation was made among the manager £M:id corwaon 
employees. Bie national hotel in fJK charged 110 for one 
nigjit*s lodging with tMo meals (i.e., 40 Wj^n for lodging and 
70 Wj^n for two mealt>). After paying 110 out of 190 
Bn Wj^n remain^ in an anr>loyee«traveller^ b hand, with which he 
bought a bovl of vermicelli for 50 Wji^n or a table d*hote for 
80 V^n at a national restaurant for his lunch, thus barely 
meeting his requirements with the expen ^ei^o 

The cash transfer slip for revest of advance travel expenses 
was 12 centimeter, wide and 16 centimeters long, and read as 
follows: 

CAfcfl iraklfer sl ip 


Dates 


Debit 


Credit Aonroval 

-Item 

Mount 

Item 

_.MouBt . 

HM 

Credit to be 





Qvg|y3||?3||K 

a& travel 
dvarice 













Responsible 
Deot •Member 







! 

nm 


Dept, diief 

Total. 


Total 

RHHI 



4) Office EjcDendituroe? For all the transfoa*raer stations and 
branch offices under the control of the provincial power 
transmission and distribution department * 

5) RcDOT^ditures for Maintenance of Buildings & Facilities: The 
e»ncindltur 0 s for repair and maintenances cf the buildings and 
facilities of all the transformer stations and branch offices 
under the control of the provincial power trancndseion and 
distribution d epartment« 
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6) Labor Protection ItodtS Tho cost of the work clothing 
supplied to tho laborort, fro© of chai^ge* Tho froe supply 
varied Iby ministry* 

Tho goods freely burplied by the provincial power department 
were as follows: 


Fatigue suit, eummer 
Fatigue suit, winter 
^rk shoes 
Gloves 
Cap, winter 
Raincoat, snibbex' 
BDots, rubber 


one each per year 
one Qocb per two jeara 
four to five pairs por year 
five to seven pairs per year 
on® eacdi per two yearj^ 
one ^ach per three yeare 
one pair per three years* 


7) Expenditures for Tool© and Inq^lements: The cost of tho tool© 
and implements used in work© by the transformer ©tat ion© and 
branch offices* The tool© and implement© included the 
following^ 


Pier© made ly the Taean Slectrieity Factory 

Driver© made by tho ©am® factory 

NK-made ©aws 

RK«nado gimlets 

NK-made hammers 

HK-made files 

NK-made waist rope 

MK-made axes 

HlUmade shovels* 


E sDonditures i The escpoBditures of the management 
branches of the provincial power tranmission and distribution 
department and the county (Ktxn) power traasmiesion and distribution 
statior© under its control* 

1) Basic Labor Wage© & Allowance©! Baidc wages and allowance© 
for the managei*, department chiefs, engineer©, etc* 

2) bocial Insurance Premium Deduction; The amount corresponding 
to eight percent of the total basic Wages paid to the social 
insurance organisatiori« 

3) Depreciation ilmounts Ifer recovery of wear and tear of the 
buildings of the provincial powor traaemisslon and distribution 
do|Dartffi©nt and the oounty (Kbn) power transmission and 
distribution stations under its control* 


50X1 -HUM 


GOrJFIDOTIAL 

HOFOBR 


Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A052700190001-6 




Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A0527001 90001-6 


HOFORl^ 


50X1 -HUM 


4) (JuXtural Activity F^Ands^: Th@ amount pcdd for thia fund 

varied according to the nuaber of eHir>loy 80 &. An organisation 
holding up to 100 employeea paid 4*5 percent of the total 
baeic wages, aj:id 100 to 500 cssiployees three percent* The 
ICangi^a-do Power Trananiasion & Diitribation Department 
and the organizations under its control paid 4«5 percent of 
or three percent* For instance, the ^({nsan-si Pov/er 
Trantmission & Distribution Station had 50 employees, 
and the total amount of their basic wages taken as 140,000 
per Eonth, its Eionthly pfsyment for the cultural activity 
funds was 140,000 Wn x 0.045 s 6,300 }^rto With •this 
amount the ls|6isaa Station paid the clerical espendituree of 
its trade league ocwdtteo, and the cost of books for Its 
library, its sports and theatrical expenditures, ©to. 


5) Travel Expenditures? The details of this itcaa are the same 
as those of the same item under the ^ilbrkshop Sjcpenditureso 


6) Offlo® ap-®jditOT©foj The co&t of all the office wippllas, 
printing expaidltures, and cOTKonieation ejcpsnditxires. 


7) tosnditures for Hnintananc® of AdnslniBtretlvo Buildlngbt 
The eapendituroB for inaintfflianoe and repair of the buildings 
of the provincial power d^ai’toesit and coiajty (Run) power 
transffiiBsion and diairibution stations. 


8) Espendlturos for Halntananc© of Factory and Warebousest All 
the expenditures for repair of tha warehouses of the 
provincial power department and county (Kan) power otations, 

9) Labor Protection Rinds s Sb.e fhnds for sanitation and ^Idesiio 
prevention of clerical uorkore.. ffligj.ne8re and female workers. 

10) SspendituroB for Kalntensnco of Official Refaid«»icess The 
a3!peadi.turee for maintenance and repair of the rebldancas of 
the GOployees of the m*ovlncial power dopartmant. 

11; Other Expenditures for Administrative Management: The 

expenditures for preparing tha flags of vailous countries, 
portraits, placards, etc. on the occasions of May Day, the 
Liberation Day (15 togust), etc. 
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iij) mmk 



Division 

Public Serrleo 
PereomaX 

Gbcauon naers» OrganlB»> 
tio.Ofe.JPBctorieB 


25 watt qoarterly 
nerlodt 

iiiiiiHffiiimiii 



30 watt quarterly 
narioda 

25 W(fo 

75 \bin 

SLectrle 

Bii383 

||||[|||§|RH|V 

120 Wn 

Light 


BRMHI 

.135 Mn 



5DJMn_ 

150 Wn 


200 watt quarter- 
It periods 

JlQOWfn 

300\^n .... 




-JlSfiJife... 

fpeciflo 

lEiectrie 

Char^a. 

Per llfiht 

10 Wn ner sionth 

light 



2_«d 

i 

Radio ^ 


JL5 Mfo 

! 


Per quarterly 
nerlod 


other 6 

Public 
Service ^ 

Iron Pereonnal 

per quarterly 
neriod 

lOOHrfn 


Cctaon Users, 
Orrranlsationis 

Per quarterly 
Dertod 

900 Uitn 

Power 

Baalc (Siaraa 

DM* h . o . 

JlOO Wn oer month 


Rfflat . . 


0a50 Man ner month 

Electric 

Jgaste-gbfl£gfi.-.,^ 

ner kilowatt 

50 per month 

heat 

Rent 

per Mlowatt . 

2 Wn per month. : 


Ng^j ^Public Service Portonnel'* in the above libt 
represent^ all the laborers and clerical workers of national and 
cooperative organisations, and '^Organisations and Factories** 
represented gill the national and cooperative organlsationso 
^Qyimon Users*’ reprosentad those idao vere not en^jloyed bgr 
organizationsp ) 
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(1 ) Cpi;j.ectj,Qn_,of 


(a) In provincial ^ovovimimt ceatb siuch au> Hamh;&gi 

Ch ^^ngj in ^ and ^iariw^rip etco*? the Git j Management 
Dopartsnent of th© Oitj People ? 3 Cbinmitte© collected 
electric cliargee in behalf of the psrovinoial power 
transB2i«sion and di&tribution dopartmeat along with 
service water charges and lend rentsj^ etc. j and the 
provincial power trancsnieslor? and distributioa dopa^ft- 
ment paid the City People* t Cfcinmittee by bank account 
tranj^orer five per cent of the total aiaotint of th© 
collected charge Et^ch umv was requested to pey his 
electric charge to the corresponding district (Tong) 
office fey 20th of ©ach'mnthe 

(B) In coimty (Klin) government seats ipp), collectors of the 
county power tronani salon and distribution statioris 
visited each house collecting the electric charge once 
each quarterly period* 


(C) In rural districts the electric charge of each farsiijag 
hous^ipld was collected fey the a^i^icuitural cooperative 
with v^ich it was affiliated, a^id the agricultural 
cooperativo paid it along with its own electric charge 
to the provincial power departnent throu^ th® agricul- 
tural benk with id'ich it had aecotmts the 20th of 
th® first month of each quarterly period* 

(D) The electric charge® of organisations, factories, and 
military units ware collected, oacb quarterly period 
when they amounted a Httle they did not vary greatly 
by month, and each month ^dien they amounted mu<^ and 
varied greatly by month* The collection of electric 
charges was don© in two ways* one was boiik account 
transfer system, end the other hmik collection system* 

In the former cai.e the user made up a letter of payment 
procuration and entrusted the payment to the bank with 
x^hich h© had accounts, and the amount transferred to 
th© bank with which the provincial power tranaaisBlon 
and distribution dapai't^ont had accounts* In t he latter 
cnee th® provincial pou^an’ deper’bmont sent in the bank 
with which it had accoT^nts a xrrltten collection request, 
and the anoiant to b© collected was transferred from the 
bank with wliich the otliet* party had accounts* 


NOFCRH 
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file iiicom© of the electric chargee | 

a 6 folloWwJ 50 X 1 -HUM 


ELECTRIC C^LIRGE INQOMB 


of Organisations 

Bower Tran&miasion & 
Rlstributlon Oepartment. 


E^e of Manager (Seal) 
CMef Bookkeeper (Seal) 
Bookkeeper (Leal) 


Co«Q>ari«3on 

Tvoe 

Quarberlv auota 

Actual (;parter37[ 
ratults ... . _J 

Perewntaca . 

S3.eotrie Liaht 

ii.iu,oco,oo 

12.019,000,00.. 


^eoifio 

467,000.00 

476.000.00 


Otier <^gep 

45.000.00 

39,^000,00 _ 


Power . 

14,611,000,1X1 

15,401,000,00 _ 


Bea'f 

166,000,00. 

186.000,00 _ 






Msl 

26,4Q0,Q0Q.,_0Q 

28.121 .nno.QO 




Tha breakdown of the above income county (Eun) or city power 
trananieaion and dii^tribation station i» given belows 


i^ntan-Bi Bower Tranaaieeion & Dic^tribution Station 
Qs. ^firmsLQ^gim n « » n 

Mbnch *^n«gun « *» « « 

Pjrfpto-gun ” ” ” ” 

P *y/nggang-gim » « « « 

Kosan-gun w « n « 

Anb^n-gtm « n » n 

T*ongchVja*'gwn » « » » 

SamOTfcffljff ■" I! 1— 


6.887.000. 00 

3.141.000. 00 " 
3 , 104 , 000.00 " 
1 , 166 , 000.00 » 

2.417.000. 00 " 

3.016.000. 00 " 

3.573.000. 00 " 

3.145.000. 00 " 

1.672.000. .00 ” 


Total 28,121,000,00 

Tha total quarterly income* 28,121,000.00 Wjin 

The total quarterly oxpendibm'oes 11 ,497, OCX) o 00 ** 

The total quarterly profits 16,624^000^00 

I I 50 X 1 -HUM 
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total aiinu^u profit waa oi;tir!iated rougnlj at 66^496;. 000. 00 
or four tmes of th^ quc^'terly profit* 

I Ix: the Ilsty th® 50X1 -HUM 

^.:xisan Station tho fix’tt pls^coy tho Station 

av:d T^ongch Vti'~guB Station folloired 5.t the givmi ordor* SroB 
t.!ie aboge Irlbt one rrdght at that V!jf^ni!san-ai h?id the layge.yt 

p;)wer aijjply facility a,nd the Im^gOLt of er5p3.oy00Si an well 

a number of largest factories which consumed mmh pownr* 

Tio annual aceoxmt ,settl®).QSit warj Irot'^ght by the rei^onaj.ble 

the Baokkoeping Department the 
Januuiy of the next year and was 50X1 -HUM 
coiapleted ■w5,th5-n approximately on© wedc’^. t:lmo under the accoirrt 
s-Xittlement direction of th© Firmnco €: BcKdckoeping Bei'^artmeut of 
the Power Tran^rd^aion I^rant^l'oiW.tion I^aresu end the Finance? 
cl- Bookkeeping Btireau of the mlxiiiitiy.' ^cm.mtn subfiiitted 
to th© 3aj3.nistry >dth regQX*<i to m caisiual. accoimt ^ettle?iient 
t 'i 0 seme aa thoao mbssitted with rog-ai'd to a quart ©j*ly acco^at 
battlement a 

i) Balano© Sheet* The ijmo type of tho balance aji^ the on© 

in a quarterly accoixnt 

ii) Oost Price of Power* cost price accou?it for an arBual 
accouiit sottlament included th© mmo as tho a© for a 

quarterly ac<x>unt &ettl©cioiit» 

ill) Klectric Charge Income* Tlio same tyg;© of lit>t that for a 
‘:^iai*t 0 rly electric charge inoom© repert^ 

A considprablc number of mi tcellaneoui;- attecV^srceritis t-?ore i^ubmitted 
al-OBg with th© above tlire© priric5.pal documents for an annual account 
s^ittleraent, but they ai*a omittad 5i€?r© fo^? their secondary i?iipo:ct«mceo 

Bo 

^Ul t’le enterpriBQ under tho controj. of I'tisiibtry of Bleetricity 
ciiznplo:p3d females for their ca^hier'^ fc This was the same wit].i th© 

mtBTyri&e3 of .other lainistxdeso ^his wo.s partly lyacanno of a abort ag® 

In vx>:?king hands^ and partly because of *^>bQl3:* higher reliabil.ity 
coiDpa.od with male cashiers^ 

Tne caehiar di stored and received all the caah to and from banki©r» 
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custonera, and employeea (aa repayment of travd aiq^enaes, etc. )» 
recording them fiBratenatically in ttie caahbookbi and finding dally 
totala of income and outgo. The cadibook vaa recordd aa foLlowti 



Rflenfli4rji 

Income 

Outoo 

BaI AVI rtA 





_. 46 .D 00 . 0 C 


Labor wagea for 
Manager & 40 o^era 
for firat half of 
_£eDiaal)«r_ 


46 , 000.00 

c 


ELectrio charge 
income traa the 
gifa 

7 , 000.00 




Ssrensee for 
Manager's travel 
to P«Ti&lgVBng 


4 > 000 o 00 

3 , 000.00 


ficnenses for Mr. 
KIM's travel to 


1 , 000.00 

2 , 000.00 







Tgtai, 

6^.000.fX, 

- - 51 . 000.00 

1 


Uhen daily totala were found, the book uaa turned over to the 

(Silef Bjokke^er, and then, to the Manager for their final cnv-i ui l^/l 
eettlementB. 50X1 -HUM 
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The organizations under the control of the Ministry of Electricity 
paid vages twice a months This eyatem vac enforced also in the 
enterprises under the control of other zBinistries which had many 
laborers hy the stipulation of the Labor Lav* Wages were paid 
twice a month, as it was called, '^for the convenience* sake** for 
laborers, so that they might rot waste their money and become 
moneyless ^en they had to pay for distribution of cereals and 
oth^ goods* In organizations such as banks, oomeroial stores, 
and schools, etc. which had few or no laborers, salaries were 
raid once a iK>nth. llie dates of wage disbursement varied ly 
each organization because it was i^>pointed by the haxk which it 
had accounts at their own discretion* The wage disbursement 
dates of the Kangm^n-do Power Transnission it Distribution Depart- 
mmit were the 20th and the 5th of each month* On the 20th, the 
wage for the half month period from the 1st to the 15th which 
amounted approximately to one half of the monthly baslo wage was 
paid in the form of advance payment, and on the 5th, the wage for 
the other half month period from l6th to the last day of the 
previous month was paid* The county (Kun) power transmission and 
distribution stations paid wages on different dates because th^ 
had accoimts with different bankso 

i) Accounting of Basic Wages ^ See the explanations of the s^me 

items tinder ii), b. A, 13), 4 of this report <> 

ii) Social Insurance ic Various aibsidiess 

{1) Illne.s? For the first three months of medical treatment 
wage was paid, according to the length of service, by 
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60 to 80 When an not cured three 

months,, on sDployee transferred, upon the diagnosis 
of a physician, from the payroll in bis workehlp to that of a 
social insurance organization, and paid one half of hi© 
former wage until his illness was completely curedo 

(2) Wound ihifilict^ During Work* When wounded during work, an 
employee was paid his wage as before tmtll his wound wa© 
completely healede 

(3) Annual I^eavest Bach laborer or clerical worker vfas given 14 
days of pciid leaves annuallyo 

(4) Absence Without Due Koticei Wage and grain dlatriteitios were 
suspended during tho ab]> 0 nt pariodc 

(5) Suspension ]Rroffi Office* In UK suj^enslon fron off ice meant 
ruin of social status and life in prison, Publle service 
cffloiaH.© were also frequently degraded to laborers, when 
they received the laborer’s wages* 

(6) Rest Sc Recuperation* a>«*ealled aod^ workers were selected 
from among clerical woirfcers and laborcwrs ty the workshop 
labor wage department and trade league comittoe, upon 
consultation with the concerned post* Healthy worker© were 
sent to rest centers for 14 days, ailing workers to senatoriums 
for three )QK>nth©« To recuperation centers iiorkers were sent for 
short term recuperation for 20 days* 

(7) &ibfcidy for Hei^born A 500 sub t^dy was paid to each 

now--bom baby upon giving in its* birth certificate^ 

(8) Subsidy for fbnex^alt A 1,000 H5rfn subsidy was paid upon the 
death of each csnployee or ono of his d^endents* 

(9) A faaale worker was given before and after a chdld-birtb 30 
day’s and 40 day’s paid leave respectively. 

(10 ) T^easion System* Pesi&ions were given to male eszployees abov’© 

60 years of age and female ‘ employees above 55 years of age* 
/Further detail© of the pension ©ystom are unknown, to employee 
could continue his work after he reached the pension age, if 
he desirede 

(11) Resignation* Basically resignation was impossible in NK^ 

If there should a case of resignation, the resigning 
e^aployee was paid for his service until the last date on the 
resigning day* 
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(12) TlPaneferi In cate of a trantfer vlthln the sao© ministry 
of an onployee vae paid ai'Uidr by hla former work&hop or by 
his nei7 wox^c^r upon glvingf in hi® wage payment certificatoa 
In cate of a inter-mf nietry transfer he was paid for hio 
service in bis former wox^cshqp by his former viorkehip, and 
for his service in his new workchiop by his new works* cp, 

(13) Medical Treatments All medical treahnent was given free of 
charge© The esxpentos for free medical treatment w.?r© 
finarood by the social insurance organisation out of the 
social insurance premium wiiich cott e^cb a^loyeo one percent 
of Ms wages and his vtorkahop eight percent of ’ his w^geso 

(14) Tbx^bi The kinds of taseo were deducted from the i-rages each 
time of wagepayrasnts the earned income and the looti?, 
autoncaay tax© Their ratios wei^a as 


Rarned Income Yaz : Looal Autonoigy Taat s 


l^hQsL^ses&t 

Below 700 
700 - 1,000 \^n 

1.000 - 2,000 t^n 

2.000 - 3,000 V^n 

3.000 - 4,000 \^n 


Bene 

Anproadmatoly 

« 4*4 % 
« 4.6 ? 


Mona 

Approximately 0*2St 

« 0.456 

» O0656 

« O.BJl 


In case of 3j>600 of monthly inccme^ the deduction was as 
followt* The earned Income tax 3»600 Vlj^n x O.046 x 16''‘^000 V^n© 
Th« local Aatonony tax 3,600 V^n x 0.006 28.80 

The social insur^oe rareBim 3.600 x 0.01 as 36.00 
Total SoTao”^ 

The deduction was a’^piied to every anployeo rogardlets of his 
position. In case of an employee with four or laore dependonts, 
the earned income tax was reduced by 40 percent© 


(15) Various Dues St Rontts The following dues asid rents were paid 
by each employee after he paid Ms wage; 

(A) KLP Due? 

Up to lp0(X) Mjin of monthly salary /S 

Abovo iyOOO of liiontlily fiaXary 3? 

In case of 3,000 W^n of monthly salary, the KIP due was 
90 W^n© Tiae KLP duo was paid by the 20th of each month 
the junior Party group committee chairmanj and each 
member got hi© member fhlp certificate Mgnod ly him© 
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(B) Iktul* Leagusi One pareadt of monthly Income waa paid 

aa trade leagaa fee. 50X1 -HUM 


( 0 ) 


(D) Korean Doaoeratlo 1fem«n*a League Ouei tWtncvs?, 

(E) Oie of Kbrean-Sovlet Cizltural Aaaoeiatlationt 411 
an^ployeea became affiliated with the aaaoolatlon. Xhe 
due vaa five M^n ^er quarterly peodod per perboo. 


(F) 


Rent of Official Realdenoet Ota rent of offioial 
residence varied according to the aaount of monthly 


salary and the dlmenalonB of the re&ldene# , 
its details are irnknovn* 

approrifflately 30 to 60 per par eon per sionthe 


iitt 


{G) Senrice Waiter Ghargei 
per ntonthe 


50X1 -HUM 


^proxiioetely 10 ^jn per person 


(H) eieotric Oiarget See ill), b. A, 13), 4 of thla report, 

(I) Land Rents Uhknovno 


I \So%st The service water charge, the 50X1 -HUM 

dectrio oharga, and the land rent^ eto. were paid by 
individual fandly by the 20th of each month to the 
district office. 

i^trv Clerk s . 

&itry clez^ recorded based on all the ^its accisnilated every di^ slII 
the transactions in accotant bookse The.e l»olcs were used as the basis 
for monthly, quarterly, and annual account sottlementso 


a« 


- — ^ ^ese books contained electric charge inocme 

ty type of electricity. 


Electric Ll^t Charge Income 
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Ttimif folloved ^eolfio electric? Xig^t charge income^ poiw 
charge inoomef electric heat charge incone^ eto« 

bo Cbat Price Booke (Fbur) » In the&e bodka all the eaqpenditurea 
for electric ai^ply were recorded ty branch (laaiiageirial breobh 
ebd vbrkehop) and iteCi (travel eaq>enaea 9 labor vagea^ etc«}o 
Thebe booka were tiaed as the baaia for making up of thr> power 
coat price Hat* 


Fqmt 



RpBiATka 

Anount 

Montbiy 

Qrand 



30 irmilatorg used for 
repair of XX trans* 
fbmer statloe 

3.900»QQ 


150 metora of copper 
wire used for rej^air 
used for former 
etation 

8,250,00 



4 telephone poles 
uaed for roeonatruc** 
tlon sx. trana* line. 

20p000.00 



1 tiwitch Ubod for 
repair of pole Kb# 

XK 3«3 city district 
. line 

2 ,ooo#no 

34.150.00 

34,150.00 



The coat price booka were recorded in the item order of the 
coat price Hat ihown under ii)j» b^ k, 23), 4 of this report« 
Raw materiola & basic equipment^ iloodliary mat^iala; 

Electric & Ibteam powerj etc^ 

Cm Genyal L^gers^ In general ledgers tranaaotiona wta, 
recorded by the items given ^ the droulation iheet 
a. A, 13)^ 4 of thia repoarbi^and their amounts were 
totalled. Ihe te booka ware used aa the bn si a for the 
monthly circulation dieet^ quarterly and annual balance shoetao 
The general ledgerer. were divided aa follows by aa&et and baale 
fund source I 

l) Credit Books (two) ! The itema belonging to the credit 
of the circulation , sheet were entered in these bookso 


OOmDMTlAL 

HOFOHH 
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Bxanpl«t 


RsBMitB _ 

k 

Odbit 

Qradlt 

Balaneo 

Adimoe for Manager's 
trar*! to , 

4»ooOb00 




2«Q00.Q0 





4.00D.00 

50) 




4.000.00 

Monthlv Tbtal 

8,000.00 

A.000.00 





■'[ 

: 1 


ii) 


Debit Becks (tvD)i The Itenis belonging to the debit of the 
circulation sheet ware entered in theee boo^So 

Stainples 




Debit 

Cradlt 

Balance 


icmttaneo to the hank 
Aren Sani^n>d< ^eoiti 
for. .wdciaoun aervlea 

1 

16,000.00 



Over remittance to the 
bank from M^iamxi 2Uil«> 




6,000.00 



Return of Rsodttad 
amount from Kangvj^zw 
db Get^triO. Ho^ltal 
for unteown service 

16,300, OC 


5o; 

2,000,00 


Return of exesslve 
remitted amount from 
Vl^san Railroad 

Factory 

4,000.00 


2,000a 00 










/ 


ill) Other Accotint Sboks (tvo)* Items other than those belonging to the 
credit and debit of the circulation ^oet were mt'-t in these 
. The fora of these books were the same as abo7e» 
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the books used In the Sbdidceeping: 

Batch provincial di^artBient 


I | Npte: 

D^^artaent vere in 

ordered them from an office factory In the province 

or the provincial newspa^^ company* .J*ike the hooka used 
before $5 duguat 1945 Idberatii^^ they contadned 100 
aheeta each, and the color of the cover varied by provizioei 
aoae vere of OD eolor^ othera of dark bluea^ and y^ othera 
of ihite oolora* 

0. IhtwAtiJt 

The primary function of the material# aoootinting clerk uaa to ke^ 
clear aceount of the goods stored in the varehouae by florstematloally 
recording the pricea of ihB gooda received and lehipp^ daiiyo Ibtil 
1956 thia poat b^onged under the Hateriala & EqpipMnt Department 
axid merely turned over vouohera to the Booiskeeping Department^ bat 
in January 1957 it uas transferred to the B>o]dceeplng Department by 
the Instraotion from the lii^etry of Blectrieity. 

a* Baoadijg^a rf Receiving Opoda i Goods were received by the Good 
Receiving ^aerk cf the Hateriala & Equipment D^Murtment in 
P^yi^ngyang at the Ministry of ELectricity or other places and 
vere transported by train to the l^nsan Railroad station ^ and 
then^ to the varehouae by truck. Dpon arrival of goods^ tvo 
copies of receiving slip vere made up and were iq)proved by the 
Chief of the Materials & Equipment Department, the chief book-* 
ke^er, and the deputy manager, in the given order, and were 
delivered to the varchouse chief along %dth the goodSo The 
receiving slip looked like the foUovlngs 

50X1 -HUM 

mmi m 


50X1 -HUM 




iSHIIIIlHi 


From 

Ual,<f 

Quaptlte 

' 

tfalt Price 

Ibtal 

tslepl^a. 

Doles 

Tup’yjtfng Poroatry 
StationTHcmbuks 


4. __ 

■Pill 

12.000= OC 

Wire 

Central Material t 
Equips Management 
Station 

ton 

4 

40,0'X).00 

I60,000o00i 

' . ... i 


1 

i. ____ 




I 


The varehouae chief turned over one copy of each receiving dip once 
a dey or a few days to Materials Accounting Clerk* Dtually the 
unit price and the total amount were recorded after the was 


50X1 -HUM 
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b. 


tvirtiod over to Materials Accounting Clerk* The receiving slip 
blanks were printed in red, and each block of them consisted of 200 
sheets. 

Procedure of Shinning Good^ ; A work site in need of materials 
made up a shipping slip and, after getting the approval of the 
chief of the department concerned, the chief of the Materials & 
Equipment Depar^ent, the chief bookkeeper, and the deputy manager 
in the given order, gave in the warehouse* The warehouse chl€if 
checked the slip, and issued the requisitioned goods* The varebouse 
chief turned over one copy of each slip to Materials Accounting Clerk 
in the same manner as above. The form of the shipping slip was 
similar as that of the receiving slip, and the only difference was 
that it was printed in black. 

Procedure of Materials A coom)tlng: Materials Accounting Clerk 
recorded based on the reoeivlng and shipping slips the quantities 
and prices of the goods received and shipped in materleLLs account-* 
ing cards, and found the total amount of price and total quantity 
of each as^icle. The receiving and shipping slips, then, were 
turned over to Ehtry Clerk, who recorded the contents of the slips 
in the books by item of the cost price expenditures. The slips were 
kept custody in the Bookkeeping Department. The following is an 
example of the materials accounting cards: 


MATERiAL^ ACCOUirPING CARD 


50X1 -HUM 


Nomenclature: Teler^hone pole 
Onit Price! 3,600 cO 0 Wn 



HeoalvinR 

_a 



.anca , 

m 

Anount 


Amount 


Amount 

Prom Yup^yjfog 
Forestry station, 



4 

12,000,00 



4 

12,000.00 

For repair of 3,300 
volt city distribu- 
tion, line.,. 



2 

60,000.00 

2 

6,000.00 

From XX Forestry 
station - 

5 

15,000.00 



7 

21,000.00 

Repair of Iteip'yiJng 
20,000-.»(1‘/ Trans- 
mis don station 



1 

3,000.00 

6 

18,000.00 


The items ^ 

ba^ed on receiving slips* anc(^ 
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based on shipping slips* The 
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materialfa accounting card wat efatablithad for every kind of 
articlefap however cheap it night be, and wa& kept in accord with 
the articloa stored in the warehouse* 


The i r . Pr l.QO^ 
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Article : In troduced fro m: Unit ; Pric ^ ; 


Indoor Wiring 
liaterials & 
Equipment: 


Taean Elec^ 
Factory 


Knob insulator Taean Elec* 
Factory 


NK 


NK 


small ea 


1.00 


1.00 


Screw 

tt 

ft 

tt 

ea 

0.50 

tt 

Safety switch 

ft 

0 

tt 

ea 

0.30 

tt 

Ceiling 

Indoor wire. 

n 

tt 

n 

©a 

0.50 

tt 

triple- shethed 
Indoor wire, 

f? 

ft 

s 

aeter 

12,00 

R 

quadruple-^fiheated 

tt 

ff 

ft 

meter 

15.00 

tt 

screw-knob insulator 

ft 

R 

©a 

10,00 

tt 

Socket 

ft 

« 

tt 

ea 

40.00 

ft 

Uninsulated wire 

11 

ft 

n 

meter 

20,00 

tt 

Transformers: 

5--KW transformer 

ft 

ft 

Tlire^ 

phase 

ea 

16,000.00 

tt 

10-KI^ transformer 

n 

tt 

R 

oc. 

24, OCX). 00 

ft 

15-Kt^ transfoiTJor 

fj 

n 

ft 

ea 

28,000.00 

It 

20-in^ transformer 

f? 

j? 

tt 

ea 

36,000.00 

ft 

30-Kl^ transformer 

ft 

n 

tt 

ea 

45,000.00 

tt 

100-K\'f transformer 

ti 

I? 

Lm^g© 

©a 

114,000 .00 

n 

200-XW transformer 

ft 

ft 

N 

ea 

185,000.00 

n 

300-KW transformer 

r? 

tt 

tt 

m 

246,000,00 

tt 

4>000-KW transfomer 

n 

R 

U 

ea 

Unknown 


(Installed in Power 
Department. ) 

' Plleait ?\!bo 

4, 

Power 

G©n oration 



20,000«»KW transb. 
former 


Cer;tral l-Jaterialfi 
Equipment Manage-' 
nmt Station, 


©a 4,5OOp0OOoOO 


GO-'FIDEITIAL 

imom 
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iVo 


Tcilephone polef 

fiip’y^Jng Forestxy 


®a 45600. 00 

vjood 

Tolerhone polo^ 

Ltatlon M 

10 m 


vood 

Telephone polc^ 

G ti 

12 m 

ea 4,900,00 « 

vood 

tf n 

8 m 

ea 4,300,00 « 

Telophone pole. 

Maniif actured by 

High 


concrete 

tliife Department ” 

tension 

use 

ea DO - 

Tolophone polOf 


Lew ter? 

sion 

concrete 


UfcO 

sa 3-200.00 

High tension 

Taean Electric 

High tension 

insulator 

Factory ” 

us© 

ea 130,00 <■ 

Low tension 


Low tension 

insulator 

n n 

use 

ea 70 <.00 

High tension wire 

« tt 


80 XX) 

Low tension wire 

n r? 


meter 60 ^00 

Plug cutout 

Central Materials 

Transferer 


^ Equipment Ghiim 

Managenent station, 

MOEL 


ea 1,000, CO « 

T1"3 “polar switch 

Taeah Electric 

Power u&o oa 900,00 « 


Factory 



Buildl.ng !%terials: 



Br."ick 

Varioue ba'ick 
factories 


ea 0,90 

teiCnt 

Oh *pnnaa Client 

Factory 


ton unKTiOwn 

Lumber 

ilangy^r g-bidcto ^ 


cubic 3 s>OOrLCO 


etc* 


meter 

Xi^on bar 

Central Materials 




^ Equipment Manage- 
ment station, MOEL ” 


ton 

file 

l4>cal factories 


ea • l-;00 


Bmp^o Glass 


cubic 


Factcx*y 


meter CTiitaovn 


50X1 -HUM 

^953 all the electric Bm'v'erials and aquipmen'* 
nmd In riKlsrert introduced tho Union and Chlnao After 

2? July 1953 /the the Tacart Electric Factory waff 

©atabli J"i 0 d, and. started to rnanufacturo indoor taring material 
It started raanisfacture of fivo to 30 Kil transformers from 1957^ 

100 to 300 O'f tranfcfoi'mcrg and 45OOI KW genera'tors from 195Bo 


OOr^FIDBITIi^L 

HOFORIJ 
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AtnoJig other products of t he factcxT were power trar. ^mission 

and electric appliances# I I factory vaa 50X1 -HUM 

turM.ng otit 70 percent of the total national demEmd of electric 

Qsaterlale and ecmipcient^ and the reraaining 30 percent which 

oomprited mostly large transformers and generators and tasshings 

wer© introduced farom Soviet Unlo^i and Cfiina# Thla provincial 

power tran amission and distribution depertment started to purchn;*© 

indoor wiring materials from early 1954? various transformers frora 

early 1957, and materials for power trananission and di i^tribution 

lines from about tiie middlo of 1957# Pi'ocur^ent of building 

materials started in 1954o ibiong the goods imported from foraigji 

countries was a 20,000 KW tran;.form 0 r which was supplied thrcTjigh 

the Central Materials & Equiment Hanagenont i^tation. Ministry 

of KLectricity (MOKL), transported bj' train, end vm used for tha 

basic construction of the Mi;^*yit^ng Transformer station 0 


a.> During approximatoly eight years from 1946 to 1953 bookkeeping wio 
done not jystematically by branch of ©a^h ministry, l^it eithor^ in 
the Japanese style or In stylos invented ^ individual organisations. 
In January 1954? however, classes on bookkeeping wore teriedly 
conducted for five to 10 days by tho Finance & B:)okke©ping Depar^r,** 
mont of each ministry, with the t ersonn©! of th© department as 
lecturers, end boviet stylo booki^eeping was introduced throughout 
M. All. the names of the items of th© circulation sheet (be© a, 

A, 13), 4) and the cost price list (^©o ii, b. A, 13), 4) wore 
translation of Soviet terms# To glvo a few ©x^ples, the advanc© 
paid for travel expenses was called credit to be settled, and thf> 
advance payment for goods procurement vms called advance rlisbjr.»>“ 
raent* And some Russiar ^fords irere also Introduced: th© itesa of 
expenditures of various workshops was called in I!K exj.'>endlturo£ 
of various ^tschokh^# Hio Imitation of tho Soviet bookkeeping 
slightly varied in toirms u&od for various items hy ministry 
according to th© nature of business, but the basic pidnciplo was 
the same in any ministry* &o a former bookkeeper in an enterpri.i© 
imder the control of a certain ministry was to h'V© no difflculc^' in 
doing the j.ome type of work in m entatpris© tinder th© control of 
another ministry-* 

b* Mo tives of Introduction : In WK as well as in th© U^viet Union, 
private industries did not ©xist:> All means of production w©^*© 
nationalized, and free competition bed t^eon replaced hy planned 
sconomy# In every field of national life KK was asked to imitate 
the Soviet IJbion by its coromunist leader s advocated proletarian 
:lntornationa3.i£ano Up to 1953 thei'e still remained private mGs:*clicnts 
and trade^en in NK, ?sost of 1-K farmers were private farmers? 

Bit from 1954 they wore all organized into production cooperative® 


50X1 -HUM 
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Cc 


md agricultural coopex^at:l? 0 £» Uridei- Gircuiia..tanca£i that 

e'^forytbiug had been {socialised, tha bookkeeping al&o imitated th<- 
i.oviet fatyle naturally* 


3/aluflttnn of Soviet Style Bgokkeooing; 



the ©tandordisati 

on hw ttoviot 

bookkeeT>inr^ t}3rou??hout NK» 

was 

c, O* 

too complicateiL 

hn 

it was net 

nVTr#5i«n*!r>c7 iHtAif'nt •! rstroduclnp* tha ^c>viet 


ISOXI-HUM 


onoo 


For a position of bookkeeper no definite qualification irequired in 
?JK« An^XfTiQ ^10 was considered reliable and suitable for a position cf 
bookkeeper was seloctad and appointed a bocld<:©©p 0 r, bat those who had 
loamsd bookkeeping in school before 15 August 1945 (the Liberation} wore 


given priority for th© position o 3 k !JK the booldteqier'^fc position wa^ts 
not considered promising, and few people wanted to take up the trade^ 
becauLO they were salaried tha least and their status raaainad as 
clericaJ. worker always, and they were frequently thrown into prison 
for errors arising from the slightest car9lobsnei.So In M there x/ere 
no commercial sohoolao 1954 an eco 2 ;o!r!ic prp.fet.ional txshooi wa*^ 

establiihed in each provincoc It was a three'-yoar school, and offered 
bsrking course, commercial ccm*ue, bookkeeping course, aiid statistic 
a*t):rs 0 c After passing an escemnation, the gradiiateo of the banicixig 
oonrso, the commercial course, ard the l»okkeeping txurse were made 


50X1 -HUM 


and they, vero a3-I asfdi^'XKcl to various worksliiopsol | 

The fo3-lox;ing setup had no dir-ect i els, t ion department ‘hit 

ioi.rce provided backgx’ounds of thone estsbJJ.iiTsonte in conroetdon wir-h 

of Ixjokkeeper© and industrial loaders; taken uv; xxnder this ) 

a.^ XndiUi triaX Le^ader ^ s _Timr:ing School; The T^idustrial leader 
“Silning ilchoollSc iStafeli jSed In "early 19^^ under tho then 
Ministry of Industries, North Korean People' s Coiifniittee, and hacl 
sinco trained selected officials of factories arid ©nterprisa 
statrlons for short periods* It conducted manage rL-ti tr aiming coiU'se,^ 
department diief^s training course, end acciountimg courise, atCc 
P^om 1947 to 25 ITune 1950 ’&'ie school w^as 3 .ocat 0 d near the P’y^Jngj'ang 


Hubber Factory in East P^yi^ngyang, and used a large two-^tAtory 
ing aiad some ton single- {:boxy bu:13.dingsj but in 1951 it was movacl 
to shabl:y temporary buildings in a rural district on tli© subm’bs of 
P*y’y?)ngyang City* The length of rtiidy period varied by course* 

Tne manager's training coarse wa^s divided into thr©o»-iiBDnth cour.'so 
and six-month course. From the Kangwin-do Powex* Tran uni esion & 
Diotribution Defoartment three persons attended the school in 195B 
for six morths each? one the department ohlefVs training course, 
sseond the booldceeping coarse, and the third the economic coui*t,Or 


a)NFI0iiNTIAL 
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the school tSiUg'ht the 




BeLldes tho practical iubjecti., 

Mb ory of the ..t Party, the hibtoiy of the^ KLP^ 

fondam^tal© of Ma.rx-Ler?.iniBii, polities, sconoicy, gGogr^aph^T, 
biiblneb^ mana^enent, etc. lht,t of the taachers were 
educated people t*o hadjoem engaged ip political actiTit5-Ofc. 
before 15 AugJit^t 1945 Zth© Liberatioi/* The purpose of this 
training school was to train TOdorqualified officials md. tho&c 
were coraidered prcfflii singe Mot.t of its graduates were not 
pronoted 3 ji position Imsaodiatelyp but return^ to thoir foraisr 
poeitions. CSraduategi of this school given diplomafe* The 
graduates of tho bookkeeping course and tho statisticfo course 
took eoesminations for t^eir qualification &• Towards tb© end of 
cnedr courses, officials fror:^ the Techniooul and Econonic Qualil'ica- 
tio 3 i Examination Gonmdttee in P^y^ng^fa^ig were sent to this school, 
and conducted ea^siaination. fii© oxam:lnoQS wei’o graded In point 
Ihe maximura number of points was five, and those vlyc gained thras 
points and above parsed the oxsmlnablon,. The pasb vaa notified 
within a month to the ©xatainee^s workshop, and the oxamineo waa 
called to the examination committee again for final oral e:^:amis:isbionc 
^Ihea pas. ed the oral examination, an official notification and an 
economic qualification certificate were sent to the examine© within 
approximati^y 20 dayso 

llie selection of manager b, deputy manager. , and chief eriglnoers 
were made to attend the school by “Uitj Staff Department of each 
inda&trial ministry after obtaining the minister’ & ratification a 
111 case %'dth the Kengi^n*-do Powor Transmission Ss. IMfctribition 
Dep;irtm<^t, selection of department chief & and dapartment mambera 
for attendance of the school was usually done ly its staff depfir1>* 
ment upon approval of the manager, and finally ratified by* the 
chief of the aforementioned Bureau* Eat, in soma cab ©£>5 the 'Ekirsau 
directly named officials to be fc'ijmt --x? the .schools In s<^lecting 
people for attendance of tho school, working i.tatu &5 nicdal ©leaiant, 
ideology,, and potential c?apacity were into cax^eful considera 

tj.on 
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Tec hnical &. Ecoi^icmic Qua lification Exam inati o n Q >mmi‘otpe s Thi 
comnitteo was locat^^d in P^\'j^ngyang<, It wa£> establilied in 19/:.7 
v?it1i tho mission of examining Vrsi^iou.s technicians ^vorlcing in 
factories and enterprite stations for their quallfi Cation c Thia 

eornni.ltteG issued the follex^ing tw typo^ of qua,I5i'ic«it:lon eei-tif**- 
cat 33 s technical qualification certificate for indu .vtj^ial \KiTk&*:^p 
and economic qmilifiaaticn certificaive for tookkeepers ajid 
£^tavi Lti clans » Ltatistioian^j wore gj’nded into j^inicr certifisd 
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ecojiomistj certified ecoTiomist, and tmlov certified oconoffii&tj. r^p 
accciuntant;. into accountontp senior ccccmitantj certified accountant j 
senior certified accountant, and grade accDuntant* Qualifi 2 d 

teciinioal workers wei'e graded into jimior os-i&tont engineer, 
assistant engineer, and engineer., Thex^e wex-e no difforenoe in 
fcrjii botweon^the technical qualification certifi^^ate arid the 
economic qualification certificate. Qualified t^rkers were give::! 
add:ltional monthly alloxiancea of 400 for up to three yeawl 
eervlco, 800 l^rfn for three to 10 yoax s^ service, and 1,200 Mfin for 
inore than 10 years* service, in their qualified status* Qualified 
eeoixondc workers were g{.v6n aLlowancci© in the following ratios to 
th©:ir salariesJ 


Jun:Lor cconozaist 

Economist 
bonior economist 


Accountant 10^ 

^.oriior Accountant 13% 

Certified Accoimtant 151^ 

i<siior certified 

accountant 20% 

High grade certified 30:^ 

accountant 


High grade certified accountants and senior economist s were made 
central supply i:*ecipientfc., axxd received better distribution of 
jBaterialSo 

c. fop Ti^ctoical & Economic qialificaMcns t Ihe examination 

was h^d once every yeai* in each province, fbr tho oxfifiBlnation two 
to threo ©xaminars wex^e ditpatchtjd from the Examination Comnsittea in 
P*y^fngyengo The eubjoct^ ©X'lminod included, betides ostential onatji 
political economy, fundanentels of Marx-Lonlnim? etc., and for 
certified accountants and above RussSan language was added. Ekamiiioo® 
were not requiresd to pass in all subjects at one time, but we:r® 
allowed to pass the eaaamiaation in tlree jears^ Those examinees who 
patibed the basic ©xoamination took orel exaisination in the Examination 
ibmitte© in P*y^ngyang. Amroxlmately one jTsontlx after the examilna- 
tiori, passed exa^noos 'recerlved therlr pass notifications and 
qualification certificates. Tne qualification certificate did not 
.necesi^ily mean. j>romotion, however. It was merely general iiationoJ. 
quailificatioiu A chief bookkeeper Jid^t not have a qualification 
certificate, while a plain baoldcoapex undor hi& supervision might 
hiCTQ onoo) 

U) 

Tm personsiel of this offioa consisted of ore evaluation en^^noer and one 
©va 3 .uat:ion instructor* TI10 fUiictioxi of tbij> pvfc.t was to ettabliJiih worii 
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post also cousited labor wage^- for vorka in contract systems 
arid turnoc'i over the accjoimt?-, to the Eooklcae-pirjg IVnartme^t^ 

15 ) 


The confid^sntial docurcont officer vas afj^iignocl dir^ectly by the 
Ho have firm idoology rmd oaee. an i87:QjnirQ,tion aftor fini&ihing a 
J).ort tar^i trainings Vr> the end of 1957 the?-© uae another po^.;ltioii 
called especial confidential docPiiiiont i^orker? and bs had a separate rooij 
for himiself and kept direct corvfmnication “yith the bursa*?? and the mi/nlt try* 
But the ix^sitlon wae ak3lished from 1 Jmmxj 1958* The confidential 
docin-ent worker kept custody of all tha confidential arid plain documeni)© of 
mol pos't and the official seal. Ho aleo h^dled official letter to md 
frojji tiilB provincial power depaL'tiTient., Iho po;v‘&omiel of thlt^ post 
conjdstod of only on@ person* 

16) iigsdnljgi; ?gAiV9 Acoonnttog CsBartagnt t 

Thit* department was responsible for gj:‘a3xi distribution^, coal aiT5T^Xy to tho 
office and cgnployoes? and repair and nainteiance of official rosidencej. 
for employeeso In other woi’d© tlii© departs mi t x;af» responsible for foodp 
clothing md shelters for craployeos.* The parsonnal of this department 
totEllccI appE^oxiinately 30? one department chief 5, one responeibie depart-^ 
dent mtsmber, one grain handling workeip? one per^ion responsible for ropelrs 
of efficial residences, abou'o 10 laljorors^j^ one person responsible for £ 
coal minoj, and about 15 minerso Coal wa* etcavat'^4 by the minor i, at the 
Un^gok Go el Mine, Hanigyj^ng-naindo and was siip|il:led to caaployeeso In 1957 
approximately 1,000. tons were ©xcavattxl by bhom, and it was distrib^itcc 
to employees for 600 Mjrfn par ton* Foi' rice di t/bribation only dociE^iontEl 
procGcte'oe were t^on by this dt^par^aneiib, a'ld each employee received his 
rice distribution at a national distribution stationo 

17) £cLWer _Hoc^-:l ot & >bu-nDlv t 

Ihe pert3onnel of this department consisted of four persons: one dopertirant 
chief who direct^'^ all the business of the riepartisont and the business of 
the coimty (Kun) poxa-er tron^iission and dlstx'ibution stations, one 
responsible department member w!id acted for him ai:d was in charge of 
statistics^ one instructor who directed tbo of pow^r roccjption 

and supply and collection of eloC'.ric (.•harg*.n>j and on© iiwwpsct::)!’ iho was 
responsible for inspection of electric facxl.'U.ties and tboir Uir;e.,. This 
dei3ar5:2iient approved installation of elfrOtric facilities end controlled 
their use, directed the cotinty rjouex' and disstribution stations 

in c:»TnGCt:lor) xii.th accouaiting o;k 1 collcotion of olcfotric charges, a2)d t:)ok 
statistics on *bhe power use in the provlne© to report thcaa to the Fowe:r 
Trm^iB^flon Tx'an&fojr^ation W:iiagemT)jj Bureau., 
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An appXicaiit obtalxied m appiicatiy^n form at the corref3?>ordiiig county 
(Kun) poi^or trarnjmie^on and station y axrl wrctc> in his 

siatae, addbr^ess, ^tfork^j'iop? typo of pover^ puiposa, etc. and gave It in 
4Uong *.ltl3 advance @3,ectric chai’ges for tiiree month 6 and 20 ’<^ii pex* 

.light Bh handling diarge^ The county sta ion was to notify the 
appl:lc^^slt it,*-. appsPOTOl or de.aial wltMnt 15 dei^^s foz‘ olsctelc light 
cmo mor:th for pouai*, and two s^ontb^ for installatiou of a now power 
difctrilnition lino* Electi'ic appliSTiCes were prepared by users* Thejr 
were £icld not at county stations, bi.rfc at national buildi 2 '.g materieJj^ 
atorsg in citj^ or t%9or\ (^)e 

Xpliviriia l Contr^d* for P owe r Us es 

j'ndiv'ic'aal contract was applied to factcriee and mines umd 

large ciiantitioa of powaro In th© coritract with a nine, the quantity 
of p^wcr supply was docidecl by quarborlsi' period or year, and ar 
tigrQ3m< iit was made between the two pai^ties with regard to uaderb'ipT>'ly 
or o:i?:ccf.-^?3:lv© use of jjowero Wiien the po^ver department failed to .isupply 
th© c?t:lpulat6d quaritity of power, it i;a« fined by the other party ^ 

l*!at©3.dals -1: Shuir ment h urmlry -Piapa.r; fe ient: 

The persoHf!©.! of this department was dividod into two groups? headquarnexNs 
and workaiop laborei’s* The headquarters cor-sifoted of one department cldof;, 
one re£ponN5.1xLe department moaber, and ono entry clerk, while workshop 
laborers i:n eluded: one ^rar ©house chief, two wm^chousa keeparsp one trans-- 
poi’tation inbtructor, 10 trasi sport at ion laborer s, two ©.tcorts, fcawiug 
workers,^ four truck drivers, on© chief and about 30 labo^'ers of a concrete 
pole platiit. This department procured materials and stored them ;ln waratiousas 
of tlw px^ovinoial poiror depasi^tmerit and county (Kun) powei* tren^stilssion and 
distillation stations, and transiXjrted them to worlc sites upon rec^iisj/blonas. 
Procured jji:\tori"'ls wore transported up to tha Railroad btalon 

trains the station to th© Wj^rohous^os bg?' its owi Z.T6 truck or ox** £U).d 
horso-cai'^t : . of the ^nsan-si Trans}x>rtat5.on 5t^t:lou, and froB the wc^reiiousa 
to \iork s5/'-00 by the ZIt trucko 

if tor en annual materials r0qu:l3:'csiicnt plaai was amt toth© provincial 

department by th© Ministry' of S3.ee 'tri city , tho Materials ^ Bq^^lp- 
;G!ent M; nageme^it Bur'osu m allocat.ijon direction based on the 

plan« lb© Materials d: Eqaipment Derartmant of the provincial }pow©r 
(l^pa:ruymt received materica^^ at factories and enterprise stations 
rp-'^cified in the direction, and transr-orted to tho provincial powoi- 
ceparlvent train j, Tho escorts v/ore asf,dgnod to the 'tran i:|x>:rtati on 
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of Fbr pa^rmsnt of the 'price :;'iri;b9riaX& preenrsd; a rocolpt 

Bjxd d'ilivery certificate wr.s raacitj ap 1:351' prov:ln€dai depax'^-mcratj 

md m^.terialfo mre received in oxciiange for ito The certilficato 
contained the nmma of the material.^ asid t-heii’ quaa'iti’tiofc a;^’id the 
imj^raaisiona of the aealU of the chief l*ooM<eop)Gr and the laanager wliich 
^rere r-egi&tered in the ban!-;:., Wlt>i tbit- certificate the f^upplyiixg p-artj 
^?a3 paid the price of the materials through baaks» Trilt^ t,ame !>iet?K>d 
coronio^'ly u^ed in 

Most Eatorlale ijore pro^mired fi'om the Central Materials. & Eqiaiprient 
FiG'aagemfmt Bir'eaap Hi]ni;i.trj of Eloctxdcity, and the Tasaii Electric 
fticrtosfy^ 1.0m® materiolti wore procr-jracl frm tdia £ap*ung Power Genoratim 
Bepartnant, Ghangjin-^gasig Powor Generation Department j I^.j^fragatig^fsan 
FO'^ex" Geriei'ation Departs ant, Pt?xyjf^ng Pbwer Gcjnoration Departfjient^ 
Ton.gno-gang Power Depertmentp and % 5 chV^^-‘Sar/g Poi%for G.9rjerati<'^ii Depart- 
insatij otCo (Ease vaB i^rocored trm. the Naviip’o Glaive Factory ^ towber 
from x^arious forestry ^^tations in ce?ii©nt laainl^^* fre^m 

the Gli®|^nnae**ri Cement Factory, 

Iho Materials & Equipment Dapartmant also sent its of fid als to 
P^yj^agyang in ©arly part of each yaar and mado eontrac'bs with othes; 
mii'dstries and various factories to 02*0 cure materialsc In proci.:x(?.?r ent 
through contracts, transportation of materials were done h^r t]ia 
fcOllin;! party* l-lben the materials procured failed to meet tht3 
agreement in the contract , it was duoly compGn;3at€d.» 

yario.UB._F 9 ct<?ri 6 S .Ba'herorisp, ,,^,tatiqiis in 

Eetdrles the procuramsnt ly tho aHocation direct 5 ,on and rmdlvrldi^al 
cont=5:acta, mterials xmre a.'U:0 procured from various factorioi,-. end 
8ntcr’‘'::»ia© stations in Karigvri5fc«.do * The follo^d.ng is the list of 
sources and siateriala procu:j'ed from thcii? 

Wnsan Qi-^irlcal Factcjry" bolt^ c^sid 
KeiK^r3*-<lo Prisons boltfc»j niibt^ and brides 
l^ieen Hailrcod Factory? pip©^> 

B:dpyardi ropes 
Muiich’^n liaoltor? iron bart. 

Ch ^^nnao Cement Factory ^ c&nent 
Brick Factozys bricks 
imhy^n Brick Factozys bricks 
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of l^-xibi5r fo:^ Uoo Id retldoGico md build- 
conj'r^ructlon^ tbo Hn;w©ria3..^ ^ Dopartiasnt. oporatt^d a 

3?e\f alll vhich Ma& >Si:^ipp®d with om Japan fj&e**iaad'© tawir^g noeliino^. 

‘Jhs Ixlad© of tho ssatihiBo 'OTie io Ti-ro operator!} 

Jr-^ber in ti^^o shifts g, cIs^* logs of ('i&iii;3i30 pine» lar'.::&t&a 

^Ich wore sawed hero wore int^/oduc'^d :rrom‘ Musan aid othe;>* tsrea^ xa 
I%'agyi^ng^*biikto« They wore abotvc .30 cantfeotei’s} in diametor mo 
fc'iF meters loi^^ oach* 

^^r cret© Isle ctri o Production of eoBcrete sioctn*ic polos- 

in this provincial power departinent wat. stftrtod in 1936, 2 k ecrl^^'- 
fk;fs four- to si^-nioter-Iong aisctric rK:deii for jjotot clistrlbutioja 
linos in urban ai*eae ver<p? manufactu;:*6d.. bixt fr':3m .1958 Jiiarrafactu:?© of 
t^> ten«-7a©ter*-long reinforced coneret-o ©iectric polofs wat 
started. In ©ai*ly days approsdiaately 10 pcdo© wore manuifactm^e'! 
deily, bit ss of the end of 19538 the daily production increased 
tc? 20 pol'.^s* To make a reinforced concrete cO.octric ;aol0>-> a polo 
shape wac framed with four long iron bars;,. and oorjcrete waa^ ran-md 
xv/co it^ T!i© machino'fc; used in manu?actur5.r<g concrete pole incladed 
ono stone arushing jaaehlne, one com-mt laachine, ono con« 

cret© po3.0 making machine ware* mad© bj this provincial departaiient.^ 

In concrete electric ‘'>oles ^ridcaly in urban saul rural 
ai'isas a3l5.k©« A3.1 of thps© poles we*?e iuamif*actiirod by each •prc.-vincla?. 

poorer departments Con arete poles were maiti^ac^xired oXbo 

by the Mr'.niBtry of Cbiisan^flcalbions:) for its uas in urban 

^9 ) gfea jI.. J&;1 t 

1. Citj oi** country power trij^^^rjission aivd dii.tribr.tion stations ropair':4 
:a:il electric facilitiosj, supplied power tc various factorie/^f rural 
'i7:lllagaB aiKl t’^KPA Tinrlts in each city and ccimty« ajid collected elc-ictrie 
chargers, Ee^.h station bad TV'iider it;^ control tranBformrr atation^^. 

:3e;anch offices, line porotGOtion stationij, a^d s. coel^incdi feriga'io* 
Sach station consl^tod of or.o ehiefj. one business instructor r, on© 
technical int.tructor5 and a combined brj.gada consijuting of approxln-iteiy 
20 wor3csrso The cliiof was gf^rm hies by the p5:*ov5ncia,l' po^er 

dopa3‘t:ii8nt orcl (controlled oil thio vorkei‘s o.f the city or county *;K>w:'r 
atatio i and the organisations under its control, for efficient mvec? 
mvprplj :Ui the- city or county. The brsiy.eae instmetor directed dis- 
of wages of tha ei;'.ploy6‘ec.r t^:*£Vol ai:d 0(j:p«nditureu, 

i3ettl(5:'!ent of electric collection of electric charges hf ev.«h 

branch offices, and syisivXtcd im the 37.eet:rio charge income and cost 
|;>z^icee orq^ejiditixrou of his city or e^tation fbr th© Bookkeeping 

))epiirti:.ont of 'cho y>rpvincial pokier department. The tochnicsd in.^atsi'r.i.ctor 
(r'jolvM technical problG£S5> conceriKlng the oleetric faoilitiau xn hie oity 
or oom-x^^ ard. directed the tronsformor stetion.^, branch offleest arid 
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brigade ^Jith regard to teebmicol The comldn--^d 

brigade comd&tQd of one ferlgado and approxiisately 20 

elected. cte. 4 & who laoved aremd lialp^d koxics in oonn.ectj.on with 
poi«.'er llnejjo 

Be JMmmM- ■ 

mentioned ±n corinection vdth tl'e fmiction of the I:i:i.o5.ne&0 
inetriLctor, the alty or coimty station etn-imocl up xtb ine-arie r^nd 
expenditures bilefly eadi jcontl:-,- and baoii^t tho ilocummitsi concerned 
to th'^ Bookkeeping Dooartirient for checJiingo 

Be. Tfjchnical Trof^edm’^efii 

This came under tiio r©fo])on.':ibi!Ut.ios of tho technical Instructor « 

Repai'.* works wore conducted based upon the technical rc 3 gulati.on&jr and 
applications for power use vsro sottlec' oTter/ cliecklng of the? con earned 
facilities u|x>n consultation with iiie Uulnsss instructor^ He ccnr'iucted 
technical direction of branch offices erd^ when a tron.ble with olootric 
facilities was reported^, he notified it to the conce-ned post in the 
proviitoial power departments, and coricluotcvf repair as ha wa& 

Hequi; dtion of Heeded i laterialsi 

liatexrials needed were requisitioned to the ^ Ecfulpment ti^Apply 

Bspartaaont, Materisds reqiiisitionod mvrj 'transported to the city or 
counter power station the trude of th© above departriant. The cltj 
or coimty povor station waf^ not author! zee to purchase xna'0C5:rial?> it 
needed*. 


I >lsburs t iaQ€mt g 

Tha dates of wo.ge disbi^rseij'to^st rariod \y eac?i c^.ty or comitj -powe?? 

because they v> 2 Tb fixed the bank '^dth vmlch ecteh station 
bad ancoiacitfc* The wage disbursement for the first half.aionth vaB 
done in the ioTm of srhraiiee payment^ and fo3: the l&ttor half iaoirth the 
ramiulBing suiu after deductr;ig the 'momt paid ;Lor the first haJS aiiintb 
frora monthlj wage paid* 

The msinoss instructor up inortlrlj income and aKp{3i':ditijrGs 

of Ms ci-ty or couavoy power stat:Mn ;oonth at the provi.ncji£l 

dopartTisnt* The tee}mic<a3. instructor rnported actual rojixilts of it e 
ecomixlo plasi of his station to the teeir-lcal ciomar'tmoifits: 
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Applications for power use for lighting vrore approved by the city of 
cc^unty power station \stim it was urmecsji^jy tc extend 03 d i;. ting powar 
-iifitidlxitlon linos. Applications for iifotive power were appiweii ty the 
:Miiaga:x>f the provincial power dopartmant^ 

Iti October and A»^ril xihon the deciard foi- p€»wcr suddonly incro^;.fe0d,^ 
troubles wore liable to occur due to a shortage isi the output 
of powor g^eration departments or accltbntso Whan a txmibl.s? ocaurreds, 
lalbor©:"*^ were Inmediately d5. patched to the pise© with es^icrgcrcy 
Jttateriids kept in stock at a branch office, or tran^forciai' station^ 

•>r lln 5 protection station, or the prcjvl ncial power dopard^ent and 
’ostorf^d the normal condition^ Tills saf.sor.al increase of jtomr 
result* 3d from the operat3.on of pumping iecilitles for irrigation » 
rice cleaning works, sawing^ otc^ in rural aroaso 

.-jranch Off|c^s 


‘i5io bri-ncli office x/as rssponalble for rf^pair of the deotidc facilities 
^x)lleation of electric charges in its r€>spcnsibi8 areaso One branch i 
office was ©etabliilxed in every 20 to X district (HiH) (sic}o 
Uguall;:-, there were three tio foin* branch offices in a city or county:> 

'ilie poi'sonnal of a bi’anch office eons3,sted of on© chief and on® 
electrician or of only one perscBo Hier© were t\so types in the braiioh 
office buildings^ One type conkii;-t9d ol tvo fctsetionss on© for the 
office and ti e other for residence of th® chiefs, zamilyo It wa^s a 
;xi.ngla> story house approjdmatoly^ foOT meters high, with lime-coated 
iK3l.la f^nd roofed x»d.th cement tilos, and the intoilor was tba foliiovidng 
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iho otl.ar type was a atralgh'i i^oodmi feous© approxiiiiatoly nliie J:ieter 4 > 
long™ five aetes'a xdcie, a?^ four higa, and roofed wl-th 

tile,.<f Tf'is type houses war o built hy the Basic Construction Oe^artment 
of the provincial pox^ror dopartinent durijig 19f>5 xffid 1956 u Thus tl^e 
branch office consisted of a single builiing* 
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Ja l ^tectlon Station s 

The liTie protection station was manned one or two persontso It 
watched high tension power lines, patrolling . tie liaeb occasionally* 

It vae loeatrd n anally in moimtaneous areas, and U£>ed part of its 
cMef " h house as office room* 

20) ^nsa-»»»i Fov^ 

Locatioin ?*yi^nghwa*^ongji Vl^nsfin-si, Kangt^^n-do* 

Buildings Built in 1955 by the Basic Construction Derartmont; story 

■wooden structure^ lime-coated mils? reci tile roof; nine meters 
long, five idde, and four meters high* 


Crganiaational ttructures 


Chief 

Technical Instructor 

.V^nsan Plrst Trartfonaar Station (six persons) 

Wonsan Second Tran^JToiroer Station (throe persons) 

— Kalma 'Tran fomer Station (four persons) 

— Combined Brigade (20 pert uis) 

Business Instructor 

— Chungang-ri Branch Office (2 persons? Qhungang-nip H^nsan-si) 

— Sangdon/t' Branch Office (2 persons? l^fegt^k-tong, I^nsan«*cd) 

— CaTj^kch*j?n Branch Office (1 person; Ch^kch^rfn«ni, \^nsan-si) 

Koliaa a^anch Office (2 persons; location unlcnowi)^ 

Bote : see Para/^aph 2 . Power Receiving iystesn of thir; 
renort for further details of th© transformer station so) 50 X 1 -HUM 


21) 


locations Ch ®/diina©»)fp,. V^^nnae-guii* 

ajilldings Used as the building of the &*anch Office up to th© 

end of 1956; Used as the building of this station from 1957 Mhm. 
it vas first established; Built by the Bas3.c Construction Dc-ait- 
mont in 1955; single- story wooden structure; lime-coatod walls; 
cement tile roofs* 

i I 

I I 

5 Mfoffice 
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Organiaatioml J^tnicture* 
Chief 


Technical Instructor 

— ^Ch^^nnae-ri Transformer Station (4 persons) 

— Q^nt*an' Transformer Station (2 persont) 

— Tt*ansformer Station (name unknown) (2 persons) 

— Combined Brigade (15 persons) 

— Bu^nobS Instructor 

-GhVnnae~ri Branch Office (2 persons; shared the bud.lding of 
the Ch®>innae-ri Transformer f.tation) 

-Branch Office (name unknown) (1 per son j further details unknown) 

j Branch Office (name unVnown) (2 persons; further details unknown) 

! Branch Office (name unknown) (1 person; further deatils unknown) 

22} 

Locationi Approximate^ 300 meters from the Munp’yj^ng Railroad 6^tation in 
ltoch’)in'-^p^ ItodiVn-gun, Kang«|fo-doo 

Buildings Built by the ^slc Cbnatruction Department fi’om October 1955 to 
January 1956; tvo^itory bride building; 15 meters long, nine 
meters wide, 11 meters high; artificial elate roof® 

Organ! aational Structure « 


Chief 



23 ) M 


Technical Ihstractor 

Jiui^’yf^ng Transformer Station (35 persons) 

-Transformer Station (name imknown; 3 persons) 

-Combined Brigade (22 persons) 

I — Xine Protection Station (name unknown; 2 p'^rsons) 

I — Line Protection Station (name unknown; 1 person) 

JSualnefes Instructor 

— TjzTgw^n Branch Office (2 persons; l^gif^n-ni, Itecrh^n-gun) 

— Iteip’yjj^ng Branch Office (2 persons; Itmch Vn-jsip, fteich Vn-’gun) 
— Pulchang Branch Office (2 persons; location urJenown) 

—Branch Office (name unknown; 1 person) 

Power Trenszoission & Distribution stations 


Locations 19th Pan, Anbyj 2 ^n« 3 ^p, Anbyj!l(n<-gun, ICangii 9 ^n--do o 

Buildings Built in 1956 by the Basic Construction Department; wooden 

structure; nine meters long, five meters wide, four meters high; 
cesnent tile roof o 
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Organissatlonal Stsmeturot 


Chiaf 


ohnloal Instructor 

— Transformor Station (3 persons) 

— Paohva transformer Station (3 persons) 

— Combined Brigade (19 persons) 

— Susans ni line Protection Station (1 person) 

— Haging-ni Lin© Protection Station (2 persons) 
idness Instructor 

._Anl^n Branch Office (1 personj Paehua-ri, Anb 2 ? 5 ^n-gua) 
—Paehwa Branch Office (2 pereonsj Paehwa«ri, Anbyjiin-gun) 
— fijfgok Bran<4i Office (1 personi location uhkjown) 
..^.^gvangsa Brandi Office (l person; location unknown) 


Locations Kbsan--^^ Kosan-gun^ Kang«^n-do 

Riildings Built in 1954 by the Basic Cbnstruction Department; two-;.tory 
wooden structure; IS meters long, seven meters wide, 10 meters 
high; slate roof; first floccr us^ by the station and tlie 50X1 -HUM 
second floor by the Kosan^gun Pro^ecutor^s Office 


Organiaational Structxire* 


Chief 


Technical Instructor 

Kbsan Transformer Station (4 per&ons) 

— Iftik Transforaer Station (6 persons) 

_Sep*o Transformer Station (3 persons) 

— CombinQd Brigade (30 persons) 

— Samgjifrl Lin© Protection Station (2 persons) 
_Kangmak Idn© Protection Station (2 persons) 
JBb^ness Instruotor 

— Kbsan Branch Office (2 persons; location unknown) 
— Kugosan Brandi Office (2 persons; location tanknovm) 
— Branch Office (name untaown; 2 persons) 

— a^andi Office (name unknown; 2 persons) 


location: P’y^zfif5ggang-J^p, P^y/nggang-gun, Kangi^^n--dCo 

Building: Biilt in 1954 by the Basic Construction De^Dorlanent; wooden 
structuroo 
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C01"ni)ErTI^ " 

WFom 


Organisational £^trueturet 


Chief 


thnioal Instructor 

— P*yJ^nggang Transformer station (3 persons) 

— Tranirfonaer station (name unknown; 3 persons) 

— Combined Brigade (15 persons) 

^ — Xine Protection Station (2 persons) 

Alness Instructor 

— P’yjfeggang Brandi Office (2 person's; diared the building of 

P* 37 fnggang-gun Station) 

— Jfcgt’an Branch Office (2 persons; location unknown) 

— Branch Office (name unknown; 2 persons) 


location: T*ongchVn-;fp, T’ongchVn-gun, Kangujf^nodo. 

Binding: Built from March 1954 to June 1954 ty the Basic Cbnstruction 
Department; tcmporaiy building; single->story wooden structure; 
13 meters long, six meters wide, three meters hi^; thatch roof. 

Organizational Structure: 


technical instructor 

— T^ongch^n Transformer Station (3 persons) 

— ChangJ^n Transformer Station (3 persons) 

— .Oeg;&igang Transformor Station (3 persons) 

— -Ctomblncd Brigade (23 persons) 

Slpil-li Idne Protection Station (2 persons) 

Business Ineftnictor 

j — Namao Branch Office (1 person; location unknown) 

1 — T’^ ngchVn Brandi Office (2 persons; shared the building of the 

T'ongchVn-^ Station) 

I — Ko^ng Branch Office (2 persons; Onjpng-ni, KDijrfng*-gun) 
i — Brandi Office (name unknown; 1 person) 


location: P^ptong-gun, Kangwjzfn-do 
Biildlng: Details unknovn» 
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Organisational Structurei 
Qiief 

Tedhnleal Instructor 

— Transformer Station (name unknom; 3 persons) 

— TTansfoiraer station (name unknovn; 2 persons) 

— CcsaMned Brigade (15 persons) 

— Line Protection Station(name uhkxioim; 1 person) 

I— Line Protection Station (name tinknovn; 2 persons) 

^sinese Zhstruotor 

I — Branch Office (name unlmownj 2 persons) 

28) Hamaag-fflm. Power Ttroanie^^ Dl&tributlon Etationi 
Locations Sinan*»ni» Hoeyang-gun^ Kangujf^n-do 

&d,ldingt The building of SlnanHoi Primazy School before 25 June 1950| 
Destroyed during tiie Korean War; Originally two-story brick 
buildingj Rehabilitated from July 1957 to January 1958 as a 
single- story building ty the Basic Gonctructlon Department and 
the personnel of this county power station and their families; 
15 meters long, seven meters wide, five metera tin roofo 

Organisational Structiires 


Chief 


-To.dinical Instructor 

~&inan Transformer Station (3 persons) 
-I^Angang Transformer station (2 persons) 

. — -Tranafoiroer station (name unl^wn; 2 persons) 
* — Combined Brigade (13 persons) 

^Bbdiness Instructor 


— Hoeyang Ek-anch Office (2 persns; Ho^ang-?lp, Hoeyang-gun) 
— I^feigang Branch Office (2 persons; Marhwi-ri, K;;6agang-gun} 
- — Sinan Branch Office (1 person; £i.nan-ni, Hoeyang-gun) 


29) Mahwa Powog-J^anflalesi on & Distribution Sbatiom 


Locatloni Qfahwn-jip, I^faihwa-gun, Kangt^n-doo 
Aiildings Details unknown « 


Orgarl25ational ttructuro* 
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Oiief 

Technical Instructor 

— TrantfoMep Station (name unknown; 3 persona) 

— Transformer Station (name unknown; 2 persona) 

— Combined Brigade (22 persons) 

— Line Protection Station (name unknown; 2 persons) 

^ — —Eusinebs Instructor 

— Branch Office (2 persons; further details unknown) 
— Branch Office (name unknown; 1 person) 

— Branch Office (name unknown; 2 persons) 


5o As of December 1958, the wages, distributions, residences, and meetings of 
the employees at the iCangwjfo-do Electric IVanffolsidon & Distribution Depart- 
ment were as followst 


Vagefjg 

Jtenager 

7,200 per 

month 

Chief Engineer 

6,500 " 

tt 

Deputy Manager 

4,500 » 

If 

Department chief 

3,100 - 3,500 

per locnth 

Responfilble officer 

2,400 - 2,700 

It It 

Plain office worker 

1,900 - 2,300 

ft n 

Chief of county electric trananiesion 
& distribution plant 

2,700 - 3,500 

II If 

County technical instructor 

2,400 - 3,000 

If n 

County business instructor 

1,900 - 2,200 

If If 

laborers; 

ElectriclMi ( 4*^1 grade) 

1,640 mn per 


Electrician (5th grade) 

1,921 » 

It 

Hlectrician ( 6 th grade) 

2,305 " 

n 

Electrician (7th grade) 

2,640 " 

rt 

E3.ectricisn ( 8 th grade) 

2,900 " 

If 


In January 1959, an average 40 percent wage raise was effected throu^ut 
M, and in February in the same year, the currency reform was enforced, 
exchanging the old bank notes for new ones at the rate of lOOi lo For 
example, an en^^loyee liho used to get 2,900 a month received only 29 
Vjpn a month fjrom that datoo 


2) Mstrlbutlonat 

£aid_digtrH>utlonB8 
A. Rlce t 
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i) The objects of the central dibtributionti, i*©op the manager,^ 
chief englneerp and deputy-manager eadb received 800 grama of 
pure rice and their fanillet* 400 grama of pure rice per capita 
per diem. 


ii) The ccanmon employees (including department chief©) received food 
dibtribution in rice and miscellaneous grains half and halfp 

i «e« f 


Underground heavy laborer© (let grade) 
Electrician {2nd grade) 

Department diief » office i^orkers » * laborer 
(3rd grade) 

(4th grade) 

(Deper»3ants) J 

faddle & hi^ school students (5th grade) 
Public sdiool students (6th grade) 

Wives & infants (7th grade) 


450 - 450 grams 

400 - 400 

rt 

350 - 350 

n 

300 - 300 

1? 

250 - 250 

w 

200 - 200 

n 

150 - 150 

tt 


In -Uie above distributions, rice was sold at 70 and 
miscellaneous grains at 40 W/fn per 7«5 kilogramso 


i) The manager (2nd grade of the central distribution), the 

chief engineer (2nd grade), and the d eputy-manager (3rd grade) 

each received three meter© of foreign clothing materials 

for summer wear* Tlie manager and the chief engineer wore given 

foreign made materials, but the deputy-manager was given 

domestic made flax fabricc.. The three meter clothing material 

was selling at 9,000 on the market, but it was distrilxitad 

for 2,000 In addition, each of them received thro© meters 

of foreign clothing materials for winter wear by pa^yment of 

4,000 W^n and they also received a pair of foreign mad© leathasSOXI-HUM 

shoes per annum and thre e meters of overcoat clothing materials 

once in every threB year 

Othex' items of distribution wore one packet or high grade 
cigarettes (selling on the market at 70 V^^n) which wore purchased 
at the central distribution ©tors© at 10 ^^n a packet until 
December 1957, per capita par diem, in addition to :J.dedi Jies 
such as the com oil, meat, fruits, and clothii^ materials 
for the defendant fo, but in January 1958, the system of the 
above distribution was done away with. 


il) The common employees, including departm®it chiefs, office 
worlcers and laborers, received 7 meters of cotton sheeting 
(produced in the P*y^ngyang Textile Factory) per capita per 
annum at 300 - 400 a meter, and it was purchasable at the 
national stores with coords up to 7 meters annually each 
member of the family. 

50X1 -HUM 
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Bo Free Distribatlon ; The free distribution good& vere given to the 
^ectriclans only, i.e<, eadi electrlelan v£to worked on the aloctric 
polsb received the following lotions » 

aanmer clothing (cotton sheeting of the P'yjrfngyang Textile Bkctory 
production) ......... 2 suite par annum 

Vanter dott ing (cotton dieeting, dyed and quilted) . 

........ 1 suit by-annually 

Labor shoes (ba^et limei, domeetio production) t , 

• 4 pairs per annum 

Winter shoos (basketball shoes, padded and (pillted with cotton). , 

........ 1 pair per anniaa 

031de oil (bean oil) 1 older bottle per month 

Poi’k ,„1 quarterly 

£oa fish falaska polladc or flatfish) 2 ^ per month 

The enployses of the transformer stations and substations at the 
county electric toanaaistion Sf distribution stations wore given 
almilar rations as their counterparts at the provlncid defiartocnt, 

3) The provincial slectrlo transaiseion & distribution department 

hold the aanlnistratlve meeting, the Party meeting, the trade league 
meeting, too daoocratie youth meeting, the woman’s league meeting, etc,, 
ihioh may be ejgjlained as followet 

^ ELeotrle Trantmisbion & Distrltotlon atrative M«At<ng « 

a. The quarter period business sunamry meeting was regularly held once 
In each quarter period, vidtoln 15 dajfs of the next quarter period 
betw 0 «i 0800 - 2200 hours which continued one or two dayso All 
anployees of the provincial olecbilc transmission & distribution 
department, the chairman of the junior Pai*iy, the chnirmi^Ti of the 
trade league, the chief of the Induttrlel d opartmont (Provincial 
Party), chairman of each county electric tranaalasion & distribution 
station and sometimes the rej 5 X)nsibl 0 officers from the various 
jJTansfoKaer station attended this meeting, which was called under 
toe mq)ioes of the Planning Department of too Provincial SLectrio 
Trans^sslon & Mstributlon Department to review the results of toe 
execution of the past qjjarter period economic plan, erlticlBo the 
merits eaid dmerlts in the seme execution and to dlseuss the 
business program. Kie mooting was held. In the conforaioe room at the 
provincial electric trananlssion & distribution department (See 
attachment). 

b. Hie meeting of toe ardent worker g in the fle.ld of electricity 
was called by the Iirfustr-ial Dopartment of the Kangwfn-do Partv 
ty directives of the CC, .KLP or ty its oira discretion as necessary 


50X1 -HUM 


CONPIDSNTIAI. 

HOFOBH 


Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A052700190001-6 





Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A052700190001-6 


m^omi 

- 7 ^ 


50X1 -HUM 


to oall all of the Bxdmt Party mmbers in the field of electricity 
to each a meeting on a Sunday between o800 - 2100 or 2200 hourt* 
in the oonferenc® room at the Provincial Par^ headquarter© or the 
Provincial Electric IVantcaiosion & Distribution Department# It 
wa» an annual meeting^ where they reviewed the aamnary results of 
the activities during the past q-^arter period together with a 
political indoctrination of the <^loye© meaborso The participant© 

•to the meeting wore ardent member© in th© field of electricity at 
the provincial electric transmission & distribution department^ the 
chairmen of the county electric tranemiesdon & distribution stationa., 
chairmen of the junior Parties at the county stationa, chairman of 
the trade league©, the i^efcponsible officers from the tranaformer 
?3tations and substations, th© manager and chief engineer of the 
l^;ang^fe an Power Plant# 

I The items for di^usslon at the meeting were 50X1 -HUM 

prejoared by the Planning Derartment of tb© Provincial Electric 
Tran lesion & Distribution Department and submitted to th© meeting 
\dth a presrious review by the Industrial Depfartment, Kangi^n-do« 

Th© vice-chairman of th© provinc5.al Party or the chief of its 
industrial department made a report on the items at the meeting 


before the oommencement of a g^eral diLCUssilon# 
mt only in the field of electricity, hit in other fields siinilar 
moetlagfo were held to imbue loyalty in the heart© of the Party 
aGml)erso ) 


50X1 -HUM 


B, The Faii^ Meetings were as follows i 


So The various field Party general maetiJigs were held by the 
of the junior Party at the Kang%^n--do Elootric Transaiesioa & 
Distribution Dep^ment# In other ^t^ords^ th© member employees 
held s«^arate meetings among their owi grouj^s in th© fields of 
material & accounting, technology, construction, machine repair, 
and. the ISLoctric Transmission & Distribution btatioUo 

The gencraJ. meetings were held monthty on a clay between 1B0() « 
2200 or 2300 hours, at thoir own headquartorso For example, the 
mateidai &. accounting meeting miB held at the office of the 
Material aipply Department or the Boolcke^^ping Departmentc Items 
for discussion admini sti^atlvo buisinoss problems presented to 
the field of electricity for a itiodel achievmtont, tli® program 
to strengthen the study mootings as a part of th© political 
irdoctrination, and th© oz*ganisatlon prol^Xoms isuch as the 
induction and puniahmentsa But wiion thei’e were special directives 
from the highor Party organs, they continued to criticize th© 
id ^logical attitiKle of each m^nber or^'er a period of one month or 
mm two monthso Partlclpantfo ware eOl mmber© in the same field 
vho preceded with a general discussion in the presence of th© 
instructors from th© junior Party in many caseso 
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he fha Junior Party msetiag hold in the uay as tho field 
Party general aeeting^ stated in the abovoo It was a qoarteriy 
taeating at tho conference room of the Provincial Eleotrlo ‘Erans- 
mission & Distribution Dopar*hnent on a Sunday between 1800 - 2200 
hours, ^ich continued two or three days* Ihe meeting was presided 
over hy the chairman of the Junior Party and similar items were 
taken up for disoisalon as in the case of a field Party is^etingo 
Participants were all Party members in each field, and the chairman 
conducted the sessions in the presence of instructors from the 
pirovincial and oi'ty Party headquarters in Kangv?^n-*do» 

Oo 

So The trade leagtie Jtinior organizations general meeting was held 
fotir times in a year at the confer^ce rocaa of the provincial 
electric tranordesion 8c distribition department (fee© KfcQtdi)o 
Xt was called by the chairman of the same organisation oosmittee 
to discuss increased production, discipline of mmbers, induction 
and expulsion, and free labor service on £undays and off duty bo'JTs 
at tlie urban and residential construction sites« Participants were 
all members of the Junior Party organ! zationso 

b» The treade league committee g^eral meeting was held twice a yoiscr 
on aindays between - 21(X) hours to ditouss similiar problems, 
mentioned abovoo Participants were all trade league member t at 
the provincial electric transmission & distribution d^artment, 
chairmen of the Junior Party leagues at the county electric trans- 
zaission & dist3?ibution stations, chief b and propaganda officers 
from the same statlonso 

D« The democratic youths meeting was hold monthly as a rule, but sometimes 
once In throe zsonths or five months^ Xt called ly the chairman of 
the d€e»cratic youth league between 1800 - 2000 hours to discuss the 
same problems of the trad© league Junior organizations meetingo 

Eo Th© women** a league meeting was held on the eve of the May Day or tho 
Liberation I^y, etCo, to prepare wreaths and bouquetSp It was called 
ly the chairman of the wom^®s league and the pa:^lcipants were members 
of the same league- The meeting was held at the conference room of the 
provincial electric transzmission & distribution d epartmant and other 
place© for a short session of on© or half an houTe 

F» The cjDzanty electric tranmlssion ^ distritation station meetings included 
the administrative monthly business siramary meeting, the Junior Party 
gosieral meeting, the Junior organizations general meeting, and th© 
doaocratic youths general neeting, ot Co 

Ue The administrative saonthly buslnoss meeting was held monthly 

and the parti c3.pant6 were ^le officers from the country 


50X1 -HUM 


COriFIDEIv^TlAL 

HOPOHK 


Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A0527001 90001-6 





Sanitized Copy Approved for Release 2010/08/17 : CIA-RDP80T00246A052700190001-6 


IJOFORII 


50X1 -HUM 


eloctrio transzds&ion & distribution stations, transfozmor stations 
and substations, and aleotrie lino ka^ers who discussad eiToilar 
questions as at the <5iarterly business stanmary meeting of the 
provincial electric transralssion & distribution department. 


b. The junior Party general meeting, the jimior organisations general 
meeting and the d^rocratie youths league general meeting of the 
county electric transioission & distribution stations vere hold in 
the same manner as above to discuss similar questions at the gcsieral 
meetings of the various organisations in the provincial electric 
transmission & distribution department. Ihere were no women* s league 
in the cou nty nor its meetingso 

llfote > There were no meetings at the trantformer stations 
and substations and the electric line keeping stations, l^ut their 50X1 -HUM 
representatives participated in the meetings of the county electric 
tranmisslon & distribution stationso 

4) Resddegices s 

A. A residential section was located at CD 63913535 in Yanji-4ong, 

^jrfnsan-si, ICangvij^n-do, There were 15 bxildings of whldi seven were 
newly built by the Basic Construction Departm^t of the Kangw^n«-do 
Electric Trantfaission & Distribution Deroartment between tentember and 
December 1953* R^ch of these buildings was a strai^t wooden structure, 
with red earthen tile roof, 10 meters long, 3 meters wide, and 3 meters 
hi^, accommodating two families to occupy one room and one kitchen. 

The occupants were electricians of the provincial electric transmission 
& distribution department and each resident paid a monthly rent of 
30 - 50 which varied according to the size of the loom and kitchen 
they occupied and the emount of wage they received® The other eight 
buildings were also built by the same construction department between 
March tepteraber 1955 in "the tame straight form in wood, each 9 meters 
long, 7 meters wide, and 3.5 meters hlf^, vdth stone tiled roof, 
accommodating two fenllies of the department chiefs and office workers 
of the provincial electric tranenission & distribution d apartment, 
charging a EKsnthly rent of 40 - 60 i^n 

I Mpte s The total costs of construction of the seven and ei^t 

buildings, mentioned above, eaaouated to 105,000 ^n and 240,000 V^n 50X1 -HUM 
respectively. The locations of the above reLidences are shotm in the 
diagram below s 



2 

CZZD 

3 

1 

^rsii.i ,niiapii.v;>*r*Ti| 



r~i 
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The distance between a firont house and a back house was 10 meters 
apart and there was an empty ^aco of 7 meters between 1 and 2. 

B. Aimther resid«itial section ma located at CD 363352 in Wau-dong, l^nsan- 
si. There wore 14 buildings, newly built Igr the Basio Construction 
D^artment of the provlnoial electric transadaslon & distribution 
department between Soctesabor and December 1955» These houses also 
stood in a strai^t line. Ton buildings were in wooden structure and 
tovT in brick, each 9 meters long, 7 rasters wide, aid 3.5 meters high, 
d^t with red earthen-tiled roofs eind six with stonei-tiled roofs. 
Aoconsaodations were given to two families each in one building to 
occupy two hot floor room, a kitchen, a porch and a closet. The 
occupants were departmait dr.iefs, office workers and laborers Ubo 
paid 40 -60 V^n as a montlily rent. The locations of the above 
residences are ^owi in the diagraai -/V* 



The distance botwe® a firont house and a back house was 10 meters 
apart, and ttiore was an empty space of 7 meters between 1 and 2. ^ 

The total cost of eonstructlon of the 14 buildings was 420,000 V^pn. 

C. Another residential section was located at CD 63993530 in Tangji-dong, 
h^fnean-i-i. There we-’© 12 buildings, newly Iwllt by the Basie Construc- 
tion Department of the provincial elec ric transmission & dlttjfilutloD 
department between Arril and October 1956. These houses stood in a 
straight line, eigjit were in brick structure and four in wood, each 
9 meters long, 7 meters wide, and 3.5 meters hl^, six with stone-tiled 
roofs and six with red earthen-tiled roofs, giving accomaodatlon to 
two families to occupy a kitchen, a hot floor room, a porch and a closet. 
The oooupants wore department chiefs, office workers and laborers, 

(dio paid 40 - 60 Vfin as a monthly sent. The total cost of construction 
of the above 12 bourses amounted to 360,000 V/hit expending 30,000 Hrfn 
for each house. The locations of the above 12 bourses are shown In the 
diagram below s 

1 2 3 4 5 6 




Tlie distance between a front hotiBe and a back house was 10 meters apart 
and thei'e was an empty space of 7 motors between 1 and 2o 

Do Another reesidential section was located at CU 65403395 in Jtyjrfngt^rfk-tong, 
l^n8an«-8ic There were l6 buildingt^ newly built by the Basic Construc- 
tion Department of the provinoius^l electric transmission & distribution 

I I 50X1 -HUM 
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department between teptember and December 1953 » The to houses stood in 
a straightlino of v©oden structure with thatched roofs, oa* 10 meters 
long, 3 meters wide and 3 meters hi^j Acccmaaodations were given to 
two families to eai* occupy a kitchen, and a hot floor room. Occupants 
were laborers in the emnloy of the provincial electric trananission & 
distribution d^artment,' paying 20 - 30 as a monthly rent. Tlie 
construction of the above 16 buildings cost 240,000 Wj^n, expending 15,000 
l^n for each building. The locations of the above 16 bourses are shown 
in the diagram below: 

H] D D 

~D D D 

-■Q Q D 



The distance between a front house and a back house was 7 meters apart, 
and there was en empty space of 5 meters between 1 and* 


Be iinother residential section was located at CU 636344 In Wau-dong, \jif{nsaz^ 
sie There were five buildings, newly built by the &sic (3onstruction 
Department of the pro7incla3. electric transmiBsion & dlstritution 
department betvieen October 1956 . and ( May 1957* The houses were of 
brick structure with cement-^coated walls and stone— tiled roof^ each 
12 meters long, 6 meters wide, and 4 meters hi^., acconimodating two 
fanilles to occupy a kitcheh, two hot floor rooms, a porch and a 
lavatory each* The occupants were deputy-manager, department chiefs, 
trade league chairman, junior P&rty diairmeaa, and staff members of 
the provincial electric transmission & distribution denartment, paying 
60 - 100 l^n as a monthly rent* Tho total cost of constiructlon of the 
above five l^iildings was 300,000 Hrfn, oiq^ending 60,000 for each 
building* The location of the above fiire buildings are shown in the 
diagram belovt 




The distance betooen 1 and 2 was 7 meters* 

F* Th<& domitojy of the provincial electric transmiBsion & distribition 
depa3rtm®at was located at the same site as the b) residential section 
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in Wmi-dong^ ^n&a-si» There ms only one building of wod» atanding in 
a atrai^t line^ with cementi^tiled roof each 16 metera long, 9 sotera 
vide, and $ meters hig!h» newly built Baaio Conatruetion Departaient 

of the provincial electrio toansmissiott & distribution department 
bet\ieen September and December 1955o The dormitozy of B rooms had an 
aceomrsodation capacity of 130 people or 15 people in one room. Boarders 
were tinmarried persons in the employ of the provincial electric trans- 
mission & distribution department, each paying 400 a boazding fee 
per month* In the building were installed two radio loud-speakers 
(MC production), and other tools of airrusements such as the diess boards, 
cards and trump At the dining hall, three meals were served, and 
menu consisted of rice, bean paste soup, az^ Klmoh'i (pickled vegetables), 
and the quilts of ootton Meeting were given for common use of the 
boaidars* The total cost of construction of this dormitory was 150,000 
l^n, and the location of the dormitory is shown in the diagram b^owi 


O. 


1 


^Location of ho Residential section* 


Ifote i The exact location of the dormitory was 10 meters 50X1 -HUM 
north of the northernmost house in the b) residential seotiono ) 


0* Re^denc es^of^Transfornier, Stations and j^bstationst Each countzy 
elecstric transmission & distribution station bad 20 buildings in a 
electric transmission & distribution atationo These buildings were of 
wx»d and brick built in a straigjit line, newly built by the Bhsic 
Construction Denartment of the provincial electric transmission & 
distribution department during 1955 and 1956* The number of families 
accomawdated, the araount of rent paid and the cost of construction were 
earn© as those of the b) resideneess The alx)ve residences were 200 
meters apart from the office room of the county deetrie transmission 
& distrilxition station* The locations of residences of each transformer 
station and substation were ten meters apart from their officej.* Ihe 
number of buildings being on© for each substation, three for a large 
transformer station with an output of above 60,000 kilowatts, and one 
for a ffinall transformer station with an output of below 20,000 kilowattso 
The year of construction, and structure of the buildings, the xomher of 
families accomodated, the amount rent paid, and the cost of construction 
were same as those of the b) resid^ces* SDXI- 
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1) A© of 195Bp tha outpiut of power at each M power plant vae as follow&J 


Suppling Pbwer Plant: 


Qiangj in-gang Power HLaiit 

Tbngno-gang Power Plant 
I|efchVn«geng Power Plant 
PuJ^n-gang Power Plant 
Pui^ng Power Plant 
i^fegang-ean Power Plant 


700,000 KWH 


300,000 Kvm 

100,^00 KWH 

90.000 KWH 

60.000 Kl^ 

60.000 KWH 

50.000 KWH 


(tran slitting Falf to China and half 
to P’jf^^ngan-namdo, P'yj^ngan-bukto, 
and Hwan^ae-do) 

(trananitting hklf to Kangi^n-do 
and half to Bamgyji^ng-naiiido ) 

(ULod in Chagang^oT 
(Place of uae txnknown) 

(Used in Hamg7/tfn|^bukto) 

(Used in Haxo^ng-bukto ) 

(Used in Ko^g-gon and T^ongoh^Q** 
gun, Kangw^fn-do)* 


Tbtal output 1,3^0,000 KTO ^ ^ 

2) As of Febnaary 1959, the following power plants were under oonetructions 

A« Unbong Bower Plant : It was located in langgang-do, wherre a new plant 
was being constructed under l^JK-Chlna joint project, to be couplet ed 
in 1961 with a plan to output 60,000 kilowatt s, half of which will be 
trangmitted to Chinao 

Bo Kanggs^ South Power Plane t Construction was cozsmonced in March 1957 
to be completed In December 1959 to output 300,000 kilowatts^ The 
plant was eo-called, because youths froi>i each province were loobllised 
to participate in its construction^ 

Jp^m?^fang„P0w^_mant ^ : As of December 1953, the output of 

the plant vhb 100,000 kilovattso An ext^sion work waa conmenced in 
September 1957 to be completed in December 1959 to add 100,000 kilowatts, 
y/hioh moans the total output of the plant in 1959 will be 200,000 
kilowattso 

3) jaBaUJfe:fegr.,£SHgr.jaffli^&^ Fewer Plantt. t 

lui July 1953, the I’tinistsiy of E3.©ctricity, HK, held a conference of managers 
of provincial electric tranaaiasion & distribution d^artments, and made a 
general discussion as to when the people in the remote farm villages in 
mountainous areas could use electricity^ At the tame confe once, the 
manager from ^cgang-do declared that these popple will enjoy the benefit 
until June 1959, and the manager from Kang^n>«do said that such uii i 
come before December 1955 X 


I Bx other words, as a result of the 

aoove conierenoe or manegert, a31 avaHable motaitsin streams will be hamei.sed 
to produce water power, utilize the already established watermilla, and 
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newly establi^ed windmills and steam power plants with modem deyi<^b, 
beglnninB Cron August 1958 in order to sea that the above will ^ 
acconplithed by the end of 1959. Wien this plan is realised, even ^e 
remote villages will have plenty of electric lights, and moreover, the 
pumping, thradilng, rice cleaning and sawing of the farm cooperatives 
will be performed by electric power. Although the present volume of out- 
put is tremendous, its lion’s share is being tranEmitted to China, and 
large voltmes are consumed by heavy industries and people’s economy 
projects in HK, leaving no reserve power for the consuB^jtlon of farmers, 
therefore, the last-mentioned plan has boon worked out to meet the demands 
of the reDioto villages, the cost of construction of the lesswr electolc 
power plants will be home each farm cooperative, idiloh will purchase 
miniature generators (5k - 5Qk) from the machine repair shops under the 
provincial electric transmission & distribution d epartmont and receive 
te<diniaal asslstanoe ftrom.tho tame d^artmont (Sbr the volume of output 
of eadh g«ierator, see Paragraph 4 - H of the Machine Repair aiops in 
Attachment}. 

A, Construction of Minia ture Bower Plantj»« Making reservoirs by gilding 
dams acrose mountain ateeams to prevent flood axid to ijrrigate fields 
during the dry seasons^ and to produce l^^dro electric power with 
miniature gen erators (aOk 30k) to supply power to one or two villag e 
from a plant. | | 50x1 -HUM 

[ I the Eleotrlc 

Tranemisalon & Distribution Station ^ Kargi^n*»do^ an undisclosed 
mountain unit, IIKPA, under the Jtirisdiotion of the ^gok Electrio 
Substation, was supplied electriol'ty through the service of two 
5C8c-g0Tierators which were installed 5n October 1958 at two mountain 
valleys wiiere the unit was stationed* As a result, the same unit was 
enabled to us© not only electric li^ts but electric motors, and the 
benefit was extended to two mountain villages nearly* 

Be jfetamilL-£ower-Hlaiit i Utilising the vJ.llage watermills in producing 
hydro^ectricity by tying an endless belt on the axis of a revolving 
watermill and generator (Sk 2Gk)» Betwe^ August and December 
fifteen such power plants were established in Anby^n^’gun, Kangt^n-*^, 
and it was reported thatin Qiagang^o 70 similar plants wore installedo 

^ I 

50X1 -HUM 

^ I 

generation was mad© by harnessing watermills at the dams across the 
B»untain streams* 

G« Vindiaill Power Plant i Planting three 20 meter-long wooden poles on a 
motmtalnriora^^piMe zaore than 10 meters bl^ above the ground) and 
mounting a weathorroek on the tops of these wooden polese Wh«i the 
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revoliring woatherrodc, through an ondlotb belt, tumt a generator on 
the mountain, making it produce eleetrlcity. Erai in a fair uoather, 
the wind turns the woatherroek oontinuouely if it is motmted in the 
air 20 meters above the ground. As of DeoeBiber 1958, a windmill power 
plant wae Inatallod in the badiyard of the Ministry of Electricity in 
P* 3 i)^ngyong, showing the output of electric power with a 20-k generator, 
and the model of this plant we on display In t he P'yjAigyang Apiculture 

& Industry Exhibition Hall. [ 1 such windmill power pl ants 

were set up in various ulacea in P*vi^Hgan-naindnJ H 

I 50X1 -HUM 


Power Plant; No extra fuel was consumed, but by utilizing 
burning fuel vhlle making basic products, the generators were set in 
motion to produce electricity. For examples: 


a. 


b. 


A plan was on foot as of December 1958, to see that all and each 

family in the apartment houses in P-yfifngyang are supplied with 

steam instead of anthracite coal, bo the family supply of anthracite 

will be stopped in order to establish a large steasa plant in 

P’j^ngyang where electricity will be generated while burning the cny-i ui l^/l 

fuel to partially meet the demand of power in the ci ty. Bnuagai.. 

, I 


Wie managers of distilleries wore ordered to produce electricity as a 
by-product by turning generators with steam \Aiila steaming rice for 
wine. Ihero were two 4 ; 000 — K stesm gfflierators in the Gh’^nnae 
Cement Factory, Kangwjrfn-do, which were installed during the Japemese 
occupation, and these generators wore left idle until l<Virr 
they were bombed out during the Korean War. 

an order arrived at the Ch'^ifnnae Cement Facioiy in ileoember 1957 
i>om the Party headquarters and the Ministry of Electricity to 
generate electHoity by utilizing steam for production of cement 
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the steam ^Toneratorfo were renairad fz ^om JanuA ry 1958 


In 1961^ tlTo output 
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or IK electric power will be twice as madh ajb that of 1958o 
In other word&, a& of December 1958, the &even hyd 3 ?oelectric power 
plc^tb (Lup^ung, Changjin-^gang, Tongno-^jang, I^chVn-gang, 

Purypng, ard J^ragang^ban) produced a total of 1,360,000 
idlowattL, but v^ien the three large hydroelectric power plants 
mw under construction will be completed by 1961 , the output will 
he increased by 1 , 000,000 kilowatts, and adding the output of 
power plants, including watermillls, windmills, and steam 
ak>ve, the total new output will far exceed 
JjjoOjOOO kilowatts in DGoemhar 1959o 
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Ae a genuine nroof, the Kinju Choe^^n^ in itt Deceabor le&ue 
(date unI<nown), 195S, officially anroianced that the total output 
of electric power in 195S waa 9970050'^0,000 kilowatt & iMch aimed 
at climbing to 20^000,000,000 kilowattsi in four or five yearb, 
and in that event, KK will follow up or lead Japan not only in 
the production of electricity but in the field of heetvy indubtryo 
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feplengtiffl to Sketch 


I) a - DocwQsnt Archive 
b Hall Way 

c - Manager *s office 50X1 -HUM 

d - Confidential Ebcnment Officer's office 


2) a - Trade League Paper Publishing Office 
b - Hall Way 
c - Trade League Archive 
d Power Transmission Lepartmont 
e - Transfonner Department 
f « Safety Engineer's office 
g - Office Planning Department 
h « Planning Department 
i -- Depurby Manager’s Office 
j - Staff Department 
k - Labor Wage Department 
1 - Po^jer Demand & Supply Department 
m - Bookkeeping Department 
n - Archive j Bookkeeping Department 
o - Junior Party Committee 

3} a «- Accounting Department 

b - Materials & Equipment Supply Department 
c - Stage 

d -«• Conference Hall 


4) Trade League Committee 

5) a - Office Supplies Warehouse 

b - Basic Cons traction Department 

6) a Laboratory Warehouse 
b - Smtchboard Room 

c »» Folder Supply Department 
d - Laboratory 

7) Warehouse No^ 1 

8) Warehouse Ho. 2 


9) Sm-j Mdll 


10 } Gasoline Stors^;je 

11) a - Guard Office 
b - Sentry Post 

12) Toilet 


13) 

Main Gate 



14) 

Barbed-wire Fence 


15) 

Wooden Fence 



16) 

Running Water 
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